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‘PIRATE RECRUIT (M2. RAPH | 


gang of anti-suffrage pirates): “1 fear. the waves may.drowa me ere the-Liberal barque.” 


wee 
| 
| 
| 
| 
| 
| 
| ‘ 
| 
| 
hy 
, 
| 
| 
why 


(THE: PORTMAN DRESS°CO), 


46, BAKER STREET, LONDON, 
OFFERS 

MODEL GOWNS 
OPERA AND 
“OTHER COATS. 


MODELS- 
"AT UNPRECEDENTED 
4 


purchas- 
SATALOGUE 

APPLICATION. 


~ 
- 


.you to use e WINDOLENE; everyone. wha 
has done. sO. unhesitatingly 


“77 


« 


without water, washleather, “and hard 
work... Extremely simple to: use, econo- 
mical, and a great labour saver. From 


COUNTRY, ORDERS ON APPROVAL A SPECIAL FEATURE. 


46, BAKER STREET, W. 


DETTE | 


it the very best ‘preparation- fact, the. 
only. ‘really. successful thing known. 

cleaning Windows, Mirrors. pir Silver), 


many testimonials: received all 

@ are unanimous in: its praise. “Ask your 
ee Stores, Ironmonger, or Grocer for it, or 
send 9d. for, large: sample:tin;- carriage 
paid, plainly stating your address, to’! 
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William Owen. will 

return money in fall 

if you are not ia 
every. way satisfied 
with the splendid’) 
value offered in these ™ | 
Garments. 
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Write. for | 
and colours of which | 


these ‘Coats are 
whade. They will be 


| gent free 


Women.** 
- 
> 


‘Shape Coats (4s: above iltstrtions), 
inches long, in medium weight all-wool moss: 
or. blanket cloth, Most. useful garments 


early spring. Be. in purple, - 
black; mole, and all néw 


20/- 


Paice. 
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publication of the paper. 


_ ‘Treasurer’s Note > 


. The, Presentation Motor-Car ... 


Depniation to Mr’ Asquith on March 30. By Emmeline 


“VOTES: FOR” WOMEN. 


to whether is is to give “votes to one 
Elements of this: Woman e audience which gathered at ueen’s Hall; Lon on, 2 
=F. W. Pethick Zawte ‘Dei an 463. on “Monday afternoon last listaned with rapt attention to’the ~ 


The Signs of the 924 By Robins 
~ Announcements . 
Mr. Geoffrey Howard’s Bilt : 
Extracts from the Press: 
The Rally of the Forces. By Bvelyn Sharp 
Meeting in the Albért Halt... 


. 


Mrs. Pethick Lawrence’ Release- 


The Adult Bill. By Christabel Pankhurst 


Pankhurst 
Release of Six Prisoners 
The Croydon Bye-Election 


with “Mr. Geoffrey Howatd’s Bill and also with the Croyden: 


. available for the campaig 


Speech “delivered by Miss Elizabeth’ Robins, who explained 
her. own graphic way what prison really means to the: women”, 


who go there on behalf heir ‘principles. Again, on” ‘eee 


evening of Tuesday 4 gre g came togethér in the game 


hall. Miss Christabel Paikhurst, who took the chair, dealt 


bye-elaction. Mary Gawthorpe delighted the 


with her sarcastic references to the present Government, ‘Mre> 
Pethick Lawrence announced’ the “resalt” of the Self-Denial 


Week, showing that the self-denial collecting’ cards had reached * 
the: figure of £1,200, as comparéd with: £700 last yeat$ ‘and~ 
that, including promises ofall kinds, ‘a figure of £8,000. was 
the ensnifig-year.. He ‘announced’ 
the-interition of the Unidn of tsising £50,000. for’ the fight. : 
Mrs. Pankhurst, who arrived in the course of tthe ‘Meeting 


— 


ond news contributed 
Women ” should be sent tothe Editors at the earliest possible date, 
and in no case later than first post Monday morning prior to the 


Subscriptions to the” paper should: be: sent to The "Publisher 
** Votes for Women,” 4; Clements Inn, Strands W.C. 

The terms are 6s. 64.” subscription, 1s. 8d. for one 
quarter, ‘inside the United: Kingdom, 8/8 and 2/2 abroad, post. 
free, payable in advance, 

The paper can be obtained from all newsagenis and bookstalls. 

For quotations for advertisements, apply to. the Advertisement 
Manager, Votes ter Women,” 4 Clements Strand, W.C. 


~ 


“DEDICATION. 


To the ‘brave women who to-day ate. fighting tor free- 


dom: to the noble-women who all down the ages kept the 
' flag flying and looked forward to this day without seeing it: 


On. the morning a crowd at ‘Holloway t to: 
welcome the prisoners whg, were released, and conducted them: 


insertion in Votes for 


_ and Miss Gye, who is serving a séntence of six ‘weeks. 


times longer, sentences than their fellows; 


to all. women all over. the world; of whatever race, or 


creed, or calling; whether they be with us or against us 


| 


THE. OUTLOOK. 


‘The has been crowded with events bearing on 
‘Woman Suffrage. On Friday last came the second reading of 
‘Mr. Geoffrey. Howard’s Bill in the House of Commons. Though. 
the measure is on totally different ‘lines from that advocated 
by:the-Suffrage ‘societies, the-discussion furnished many points- 
interest for womefi, and the. ‘position: ‘and influence of the 
‘Women’s Social and ‘Unier were frequently referred 


eee the. week the situation if Croydon has develo 
owing to the entrance into the contest of a third candidate in 
the person of Mr, Frank Smith, the’ Labour nominee." The. 
Women’s Social and Political Union are. pursuing with vigour — 
their usual anti-Government policy. It is true that Mr. 
Raphael, the Liberal, and. Mr. Smith profess themselves © 
friendly, while Sir'R: Hermon-Hedge declares. himself opposed. 


to ‘Woman Suffrage, But the Union has learnt that: the per-- 
opinions of the candidates are of no consequence, the’ 


icy of the- Government being’ the all-important matter. 


& “private member of Parliament is simply a counter. in the 
i hands of his leader in-the House of Commons, ‘Whatever Mr. 


as a.member.of 
hat he was told by Mr. 
Hermon-Hodge may now 


Raphael may. _ profess, if he were 
Parliament he do ex 
Asquith ; and-lowever boldly Sir 


proclaim his views,’ he act Balfour. bids -him. 
The w SP U. ask the ‘lectors of ‘to vote 


in procession to the I of Court where ‘a: private 
breakfast was given them. “Phere are: “still 
of the Women’s Social and Political- on ptison— 
Pethick Lawrence, who is’ ‘serving sentence “oF twa 


lars as to the arrangements for “the * ‘welcome on 


release. will be found elsewhéie,~ ‘475. Looking” back? 


over the history of thé. ‘agitation, ‘we find - 
sometimes sgntenced to long, sometimes to short, terms ; 
leaders and second offenders sometimes given‘the same, some- 
women sometimes 
into the second class, sometimes into the first. There has. 
been no rule nor ‘method in the treatment; even the same 


magistrates sitting on the.same occasion give sentences. quite. 


at random, as, for instance, the disparity between the sen-: . 
tence of Mrs. Despard,). who was a second offender and a ~ 
‘leader of one deputation, who received the outrageously long . 
sentence of one month, and of Mrs. Pethick Lawrence, who .- 

for. a similar offence received two months. - 


As we went to press on Wednesday evening a dinner was Fs 
being given at the Inns of Court Hotel to the released prisoners * 


in London, in Manthester Mrs. Pankhurst -was addressing ~ 
"a pteat meeting in the Free Trade Hall, and a Lancashire depu- 


tation was being formed to wait upon Mr. Asquith. The women <= 
taking. part in this députation will come to London on Saturday . 
‘morning, and will be present in Croydon in the afternoon and © 
“again at the Queen’s Hall on Monday. On the following after- 


nooh the Lancashire women,-in conjunction with others from —— 


London and elsewhere, will march from the Caxton Hall to the 
House of Commons. Whether Mr. Asquith wil see them on | 
this*occasion, or whether he will repeat his tactics of wbastiey | 
“24, alone can show. 


Special Features. 

Manas the special features of this issue is the second 1 halt 
of the article by Elizabeth Robing dealing with the Signs of . 
-the. Times, which will strike ‘home to the hearts of many of © 
‘our: readers. Mr. Bearse again contributes a special cartoon. 
Mr:. Pethick Lawrence writes on =the Constitutional Demand 
for. Woman Suffrage, Miss Christabel Pankhurst on Mr ~ 
‘Geoffrey Howard's Bill. Owing to pressure on our apace, many 
of the usual features have had to be. omitted. Next week the ~ 
issue of the paper will ‘be extended to thirty-two pages, to 


inchude a special dialague*written by Miss Beatrice Harraden, 


‘entitled, “Lady Geraldine’s Speech.” We- hope that all 


Pi ge 


our. ‘readers will. make a point of buying extra. copies of Bo 


this. issue in order to introduce it to their friends. ‘The fol- 
lowing week, being the week before. Easter, the ‘paper will be 
published: on Thursday; the day. before “Good Friday. Con-’ 
tributors are asked, therefore, to” send if a day 
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By -F. Ww. Pothick- | V.—The Constitutional Demand. 
The Suffragettes are frequently acciised -of being. impatient, “House on its merits: “This réquest the Right’ 


~~ Their critics forget that: the virtue of patience’ exists only in 
moderation, When great causes are at stake the continued. 
exercise of. patience after it has been proved to be of no avail 
ceases to he virtue, and becomes a vice. To be inactive when 
| > action is demanded in the interests of hunianity is to commit 
the erime of negligence—a crimé: héinous and.as deadly 
.of those. active crimes which -are- punished by the ‘codes 
of nations or anathematised by the of the. religions 
of the world. 
When the Suffragettes comnienced vigorous the 
time for patience had long gone by» M’anyone doubts it, let 
| . him ponder-on the facts of the following historical survey . 
The modern agitetion for the franchise dates from 1866, 
- when the women found a. champion. pf their cause in J ohn . 
 Staart Mul. was the time ‘when the Household 
“Pranchise Bill was under dijcussien, ‘and John Stuart 
=. Mill determined to move an amendmént to that measure.” 
Bes A ‘petition was immediately got together, and in the course - 
4 ofa fortnight the ‘signatures of 1,500 ‘women’ were obtained, 
 ‘prominént among the number being thé names -of. Frances 
Power Cobbe, Harriet Martineau, Flotente: Hill, . 
“> John Stuart Mill’s amendment expressly. women . 
was. defeated, bat-in the Act the word “man was used 
= . in jplace.of the words “male person,y’”’ which had occurred in 
3 nade 3 the Act of 1832. In view of Lord Brougham’s Act, by which it’ 
a had been decided that the.word man should invariably be taken - 
- to include woman, unless the contrary were specifically stated, © 
it. was thought by many people that womén were therefore - 
‘now enfranchised, Accordingly, in’variots parts of the country 
+ women sought to be put upon the’ ‘register. How great was 
the demand for their enfranchisement-may be seen from 
=." eanvass which was carried on in Manchester.and the-surround:_ 
ing. districts:. In that, constituency, out.of a: total number, of 
4,215 possible, women electors, 3,924,. or. about 92 per cent:, 
in. claims. The Case, however, was. decided. against the” 


"Fifteen Years’ Strenuous Work. 


ae ateelt agitation. Miss Lydia Becker was at the head of the 
“movement, and*she and those with her did exceedingly active 
-work. “Great public meetings were held aud enormous petitions 


signatures were presented to the House. of;\Commons 
the Women’s Bill. In 1874 there:were 1,404 petitions with. 
430,343 signatures, In 1875 1,273 petitions with 415,622 signa-_ 
teres. In all between 1866 and 1879 it is computed that the 
umber” ‘of petitions amounted to 9,563, and that the ‘signa: 

tures numbered over three millions! 
| _ ‘The ‘agitation by public meeting was on‘air 


mous ‘numbér for those days) were held to promote the causes 
“Among fhese. were nihe ‘great’ deitiénstfations’ in the largest 


3. Bristol ....... 

Sheffield ..,.. 


St. James's Hall. sens: May, 6, 1880. 
Colston 


Nov? 4, 1880. 


George’s Hall... Nov. ‘22, 1831... 
Albert Hall ...... Nove 30, 
| Albert Hall. .... 27, 1882; 


4, women, and. immense enthusiasm. was, eyoked, the. 
port. for. Woman Suffrage bei ractically unaninious. 

eampaign was key Up until 1 
Bill was under discussion. If" was un that there was - 
of the ‘House’ of Conthiéfis’ ii favour of “Woman 
‘Suffrage, and, thé’ Liberil" Govetniient being in~ power, <a” 
“Ghemotial was addressed to the Prime Minister asking that che 
“9Government would allow the Woman Suffrage amendment ‘to 


ta 


ee 


+. 


Ne was ‘therefore decided to commenicéé a 


“were. presented. Thus in 1873-919 potitions with -329,206"- 


and between’ 1,300 and 1,400 ‘such’ meétings ‘(an enor- 


When. the County 


Gladstone ‘unceremoniously réfused, saying that the 4 
ment. would disclaim for the ‘County. Fran-- 
chise Bill if the Woman Suffrage Amendment was carried. e 
Accordingly, when the vote‘was tiken a large 
‘Liberal members pledged to: sapport Woman Suffrage. voted 
against ‘the amendment, including «Mr. . John. Morley (now = 
Lord Morley), -who. justified. his ‘action on the ground that, - 
‘though he was prepared to fupport. ‘Woman Suffrage as-3n- 
independent measure, he wis, not prepared to inka.” 
sion in-the- Government Reform Bill. 
‘Sapporters. of Woman Suffrage then: their faith to. 


‘ te 


independent measure, but the Right Hon. W. E. Gladstone. 

succeeded in -thwarting this proposal also, for though he gave 
an undertaking that he wotld not interfere-with-the diserétion™ 
of private ‘members 6n this occasion, he so: arranged Parliae 
mentary business that the Bill never came on for 

was at this stam ‘of the proceedings that the 
Woman Suffragists failed to\see that the limits of patiencs 
were exhausted, and that the time to act ¢om3. -A-consti- 
- tutional agitation of magnificent proportions had heen carried 
on; the demand forthe vote-had been expressed by women all 
over. the ‘country; it had been supported by prominent’men 
and by the Councils of leading munitipalities. ‘Nevertheless 
it been defeated by the ‘divect intervention of the 
~ Ptrme. Minister, Mr. ‘Gladstone, _There. was now noe course 
open to. self-respecting women but to take up immediately 
spirited policy of opposition ‘to the Liberal Government.. Had. 
they done this they would. undoubtedly have compelled action — Sea 
from one or other of the political «parties. « Instead of 
however, they contented themselves with a mild and 
with vain regret. pe of their’: ominal 
friends. 

worked. actively im hope now gave-up the 
despair. “The astutetiess of Liberal. Premier. suggested 
him: the. advisability of keeping women politicians- busy 
giving them’a small amount of politiéal influence inside the >» 


yanks ‘of the party.. The Women’s Liberal Association: 
‘fermed, with Mrs. W. E: Gladstons. as its: president, and. 
obtained’ large number of recruits. from:the’ Woman Suffrage. 
ranks. -Another large section of women devoted. themselves nc ee 
individual causes, ‘leaving the ranks of the’ Suffrage army. ; 
The residue that remairied, dishéattened by failute by 
the death of their leader” Miss: Becker, 
small’ show of «résistance: Meanwhile, inside the House: of - 
Commons the Woman Suffrage cause languished, and for some 
the Bill-never reached @ eecond teadite division. “It 
began to be hderstood: that ‘as with the. cénnivante Of ‘the 
leaders of both political, parties the ~ questitn: of ‘Woman 
Suffrage had been burked before,.so it would be again and 
private: members were: content to. pledges ‘at election times _ 
to women, knowing that. when once-in the House. they would — 
find a means: of. escaping from their obligation: ~ ae 
“En 1897 a final effort in the‘line of tational agitation 
carried: out in. the shape of a monster memorigl to 
_ bers of Parliament containing the names of 257,000 women 
"favour of the extension of the Suffrage. “But though 
memorial Was actually introduced, ‘very little ‘noticed was taken 
_ OF beyond. mention in he Blouse of 
_im the 
From that date till the 1905 the 
in vitality and public esteem. ‘Politicians’ ridiculed: it; the’: 
‘ian in the street forgot it, women were ashaitied. to’ belong to’ 
it. Wonten Suffrage meetings’ were attended handful: of 
people only,-and among these there.was.no life ‘nor. hopes 
The. fact was that the day for peaceful agitation was. past; 
‘politicians had turned a deaf gar to the-claim for justice. “They = 
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att is aduiltted (see the Year. Book”) 
weight very little with members of Parliament. They are new 
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| cushions ‘and saying 


“NOTES ‘FOR, WOMEN. 


west, straightway say, “There cometh a shower, ” 


And’ when the south wind: edt ‘they*say; There will he. 


heat; and it-cometh to..pass.” in the 'old: days, those: 
who “can discern the face of the sky and of ” 


not. discern “ the signs of the times.’ 


In the symbol offered thefn by the ‘woman ho ee to. 
» side of life ; 

“We werea little stirred as well as at first? 


prison, they can discern no meaning.” 


tell you). 
shocked. 


Tes 


sympathy they have—because they can look oa: unmoved 


while women suffer—the they think, ‘is: equally 
But they are wrong. The but indifferent. 
Prison is real to the. toiling 
In tue. great bedy. ‘of the electorate, there are people.» 
realise that going to prison ghastly business. 
. Justice is the stepmother of the poor. - They know the 
of her hand. _ Few great aggregations of the popu- 


: lace where there is not_some one who has been caught in our ~ 
; clumsy municipal machinery—some one who has suffered and - 
"Those who have no! first-hand. knowledge hace 


heard. Prison'for them is not a thing to shrug the shoulders 


ats neither. lurid legend. nor quecr anachronism, scarce 
credible as a concomitant of twentieth century progress. 


. Prison is real to the poor: In the person of some relation 
or friend it has been a horrible fact. No danger of their 


‘the illusion’ of the middle-class woman, entrenched 


in her comfortable ignorance, Teaning back: against her 


_ fragcttes could never get 82 many people to go there.” Strange 
engees. of the fortitude possible to the human soul! 
‘Say. to your neighbour at a dinner party, “those women 


_seem rather to like it.” But don’t dare say that to the people : 


at the polls. There will be those who know better. es | 

and women who would: uhderstand. the ‘signs. of the 
_ times must-remembor that the comfortable person’s paraded 
indifference to. women’s imprisonment is offsct by the enor- 
_‘mously greater number who are not. blind to the significance 


of hundreds of women voluntarily entering the gates of Hol- 
_ Anyone who’ doubts this has only to watch the 
electric effect of the coming of a relay newly-released 


loway. 


prisoners into the field during a bye-election, - Easy enough 
to denounce their appearance: as: “a. cheap - electioneering 
dodge.” ‘If it were really so “ cheap; if it ‘were not in truth 
* very costly, it would not have its ‘invariable effect upon’ the 


_ voters. The reason itis 80 potent is, as I say, that in the great : 


‘mixed crowds that gather round the public speakers at election 
time are always these people who know. Even for them—at 

e used to mauch’ ‘creature. comfort—even. for them, har- 
to harsh treatment. and sordid environment, some of 
them—(enough to make actual the women’s sacrifice) —know 


the fierce pinch of prison days. The effect of that’ sacrifice’ - 


‘upon the masses is enormous. It is incalculable. - "They look 
"at: these delicate women, and sayst) “ She knows!” Very few 
‘of the gentlefolk woman standing there in the 


by 


- 

: 


; 


; and soit is... 


: wrought upon the mind by the “ warder-voice.” 


“ Holloway can’t be so bad, or the Suf- 


‘SIGNS OF THE ‘TIMES. 
“by ELIZABETH ROBINS. PART 
tho tals wilder no vompulsion. 
to share the-heayy knowledge of the hard-preased,. She mus. 
be: up by some strange unknown to the 


offender. 
What power? “Let us listen and and out, 


By. going to prison the Suffragette has done two things. 


She has. her faith! te those who know the harsher; 


and she has brought: herself through 


into more direct relation with the masses than she could’ have®* at 


done. by all’the academic eloquence in the world. ae 


The perhaps too common silence of: the Suffragette as to. 
the price shé has paid, does not here make for misunderstand- es = 
ing. These people have seen the ‘cowed ‘and beaten look ~ 
many @ prisoner has brdught out of the: same “sort: of ex- 
perience ; they know all about the strain on the nerves and~ 


the con-age, the unconquerable sickness at sight of the food, 
the. windows that “cannot admit -air.. 


In their. dumb ‘eae 


of these people, tco, felt the atmosphere, not tobe .. 


shut out, that penetrates the prison walls. The “ Geist-der 


atets verneint ” is'in possession there. The spirit that denies __ 
all hope of understanding or of betterment, that barely! 


represses every natural litinan emotion: 

Who that heard will ever forget the tote. and lisunted look: 
of that prisoner who ence admitted. the: acid-like corrosion'' 
she 
cused the warders—‘“ Not, their fault,” she said, “ihat the only 
people who may speak to you have a special voice for. pri- 


sonets. _A voice that isn't, human,” she said, with trembling: - 3 


lips, “a voice of iron”, Such kindness as, in spite of all... 
creeps into the relation must be hidden like a felony... 
of ua remembered the Suffrage prisoners: when we read. the 
other day that Sir Walter Scott once quoted an opinion that: 
women go mad-seldomer than*men. “I fancy,” he said, “if” 
this be true, it is in some degree owing to the little manual’ 


works in which they are constantly employed, which regulate 


in’some degree the current of ideas, &8 the pendulum’ of the 


timepiece. I do not know if this is sense or nonsense ; but. 


I am sensible that if I were In solitary confinement. withgut , 


either tho power. of taking exercise or employing myself. in . 


study, six months would make me a_ madman or an-idiot.”. ~ 
When he came over to lecture for the Berlitz School a few » 


weeks ago M. -Richepin told us how the poet Verlaine, after 


trying to kill his friend by shooting him, was sent to prison 
for two years. ‘But Verlaine was given all the books he asked 
for... In those two years he taught himself English. He 


read Shakespeare, so the lécturer said, from end to,end befors 


he had. finished -his term... What: would not some of the im- 
prisoned Suffragettes give for a chance to occupy their minds 
to that extent? — But they, so far from having injured their 


friends, have not. even-tried,,to injure their enemies. Yet 
they are less well treated than a French. citizen convicted of 
manslaughter. 


“Yo say” 
to-day : for. the sky. is red arid lowering.” 

Does it tell men nothing that some of the Suffrage prisoners 
before they tried going to’ Holloway had grown grey working 


among the poor and the lost? And some of the prisoners are 


young—full of a generous fire ‘as illuminating as experience, 
lighting up the Wrong that could never touch them, but 


world. A few weeks Of pison 


woman bearing. that may see in herself a type-of the Tmme- 
morial Woman—the burden bearer of the world?: 


Prison! “What. evil there. can visit her that. will not, pale 


| by the side of evil women, bear. outside those walls? 


seems to hear the in st hour repronch 


Some. 


in the morning, ‘Tt will be. foul. weather 


‘which they have pledged themselves to banish-out of the © ~ 
Can you hot realise’ that the 
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worse haat thou endured.” 
She will come out do you Yen 
‘is a symbol of her faith, But’ as 
sits alone there in her narrow. 3 


for: themselves, . They do. not, tor, Sympathy... “Phey World's 
to prison. for “a sign.” The) question is: Cah you Winslow, 8 Bt. Berthelot Miss Williamson 


it? Can you-even discern: thé. two. ‘and unexpected: 
_ “things that have come oat of wo:nen’s going to prison inthe ; Chatr— | 
“ eause of Suffrage? . This fact that through their euffering and — | Bristol; At Home, Victoria. Miss Annie Kenney “snd 


voluntary acceptance of the badge of humiliation they have London, At Home, Queen's | Chrislabel Pankhurst, | 
| come close to the poor ; and, most difficult, most precious gain W. Kensington 8, Faith sites Blanche AE 
body of educated men in Europe:te-day in such close touch Beginners’ Class 
with the hard-pressed, disinherited milhons as the women ~~ 7 Mi 
“Phe most- important event of ‘the comifig week is the deputation, 30° London, Caxtoa Hall 


to the Prime Minister ‘on Tuesday next, Match 30., The proceedings = Memorial “Hat, ‘Mary: Gawthorpe, Mr,j.Spm.- 
‘will be commenced at the meeting in thé axton Hall at 3 p.m., and Midland Hote) 
Tickets for the meeting can be obtained, price. Is. and 6d. from. | Miss 
the Ticket Secretary, N.W.S:P:U., 4, Clements Inn, W.C. ‘Women 
Intending to join the ‘should ‘Sommiunicate ‘Miss 
8 a.m. . Friends. are invited to meet, at. the prison gates and | ‘Boneh 
form up in procession to take her to the Inns of Court Hotel, where Squats. 
will. be present at.the St. James's Hail, and it is a Onion Street 
uumber will be there to give -her welcome. at Peter's Helens 


Release of Mrs. Pethick Law-ence. | 


Ttis arranged to mect her at the prison gates, and give her hearty - Stokes Croft 
~-welcome. She will ‘drive to a London _ hotel, where. a break: ok. 


_ >.<. Wardle, Nat-Pood "Miss Williameon, B.A. 
>. fest will ‘be served at 8.45 o'clock. Tickets ‘for’ ‘the breakfast April 


| Batwburgh, At-Home, Society |-Miss Couolap, Miss Macaulay (5.50pm. 


feature of the great Albert Hall Lontion At Home, 8, James Migs Christebel Pankhurst 


April 29, will be the presentation. to all, those members of the Brita, small Victoria Rooms’ | Mie Robins Lee. | 8 
N.W.S.P.U. who have suffered imprisonment for the cause of ere _ on on "Women 
Marabialt Bt. Hall Miss Goholan; Miss Macaulay }-Spm.- 


ew King's Road” 


Gllaagow, At Home, 141, Bath. Mise Mivelyn Sharp; Chair | Spm of Mrs, Pathiok Late 
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“reading of his Representation of the People Bill: This Bill: 

would entitle .“evéry person (male or female) to be registered 
Parliamentary wotér who is of fill age and=not subject. to 
legal incapacity and has” resided’. the constituency. 
‘duting: ‘the. three: months immediitaly. the 15th’ of 
Saly. in any The Bit would also "abolish plural voting: 
Was Specially noticeable that, with-last year, 
the ‘debate was lifeless and uninteresting. This was dne to the 
extravagant. magnitudé of Mr. Howard’s proposals and the 
_ repudiation. of his measure by all the Suffrage societies. The - 
- Women’s Soctal-and Political Union. came in for direct mention 
great number-of the speakers, Sir Charles M’Laren referring 
Sito strength and-potency at bye-elections, and Mr. Dickinson. 
that there. was some. excuse for. the adoption of militant 
“taetics in the’ procrastination ‘of Pafiiameht in dealing with | 
the question. “Mr. Asquith’s final pronouncement: was adroi tly 
. to leave ‘the situation. exactly where it had 
a Hé refused, however,-to support the Bill, on the ground 
that propoials ought only to emanate from a responsible 
Gererament—an argument which throws into relief the irre- 


; 


Prager “Mr. ‘Howard: said it hardly possible to "ring in-ah. Blectofal. 


Bill now -without facing the question of women’s ‘suffrage. 
"Phat question had. pressed in ‘the’ House and in the country 
Sen non-party lines, view was thatdt would only be carried 
being’ attached to One or other of the great parties. > He urged 
“that Hfwomen were enfranchised without aty-altératica being made 


‘im thé basis of thé franchise we ehowd ‘not be -enfranchising the 


class among women as among men,’ ‘The inere removal of the- 
sex disqualification would not enable working married women to gct 
“alpon, the register unless. where“the hasbatid- Owned a hours of the 
yearly value of £20: A worlong married woman, as a rule, would” 


ently be ‘able: to lock forward to- obtaining her qualification on the 
she became.a widow. A Bill which aimed merely at the 
“semeval of. the “sex: disqualification would accentuate scme-of our 


plural voter, for example. It would 
“4norease the facility for creating fagcot votes: and property votes. 
Mx. Howard explained in: detail ‘the ‘provisions of hin Bill, saying 


eS = that he had no hépe of carrying it into law, bat merely of clearing - 
air’ for the Bill. promised by: the Government. 


“Sir Charles ‘M‘Liaren (L—Bosworth), im ceconding the motion for 
reading; said the-oupporters of the Bill-had-been blamcd 
. in mahy quarters: fér-mixing up women's suffrage with adult suf- 
pee _ frage.- But those who had promoted the cause for many years had 
“had to consider. the position in- which the: question had’ been: placed 
the statemont.which the Prime Minister. made: last year. “They. 
felt. that, as the House had frequently adopted by large majori- 
principle of women’s suffrage, it would be yselecs to invite 


the ‘Houve to discuss the came question again, especially in face of 
the Prime Minister's specific declaration. -On the geiteral question 
woman suffrage he admitted that’ there: were many women who 
did not want the vote, and that the anti-suffrage. petition presented 
that morning deserved some -donsideration.. Ib was worth noting,” 
however, that after months of strenugne offort. the. Anti- 

had only managed -to secure 243,000 


member ; More than you've got. 

“£20,000 for the W.S.P.U._ 

‘Charles: Wkaren Oh, I admit that. “don’t, a. 
But is becduse the: time: for petitions ‘hes “Teng gone. by. 


The.House of Commons does not care for petitions ; 
~ itcates for arguments: ‘and for: “votes. - Speaking of the intensity 
of the agitation-for the suffrage, he said. he had -seen it stated 
"the most active-of the suffragist societies had an income of £20,000 
year taiced ‘ainong womeri themselves “for the purpose of forcing 
the: agitation,” That: society—he ¥elerted’ ta the’ Suffrageites.” 
was forcing it on, too, “in way which was no doubt’ most 
--women: were able to. raise no leas than £20,000 a year for the pur-. 
ES poses of agitation the question had reached a position beyend: ridj-. 
‘enle.: had -reachéd-a position - where demanded sdlution. 
(Cheers.)* This BHE was. intended. to. help the Government to come 
decision: asta: the in’ which they would deal with. 
th mext, year, He believed these ‘women. had. had very great. 
fluence at all the bye-elections. It was difficult to say what turned 
a yote,- but it was facbthat eloquent, .and attrac: 


 ‘Patliamentary unit they were bound to include women. 


Therefore they must provide 


gaised to thia Bill by’ the Women’s Social and Political Union. The: 
‘hon. member must. lmow that there are a great many people choceing 


quite’ certain that the electors of country were oppceed to: 
‘women’s suffrage, and if thie had‘ been a dominating issue at the 


to all these bye-elections, and goneistently, rathlecsly, and merci.” 
“Tessly 


‘opposing the Governmen! 


admitted. that there -was great-ferce in the objection to having 
Parliament elected, by a majority of women, and-if the Bill went 
Committce he should ; pertainly support certain restrictive 


amendments. to obviate that very In: particular, 


he: would favour the exclusion of domestic servants. “He did nob 
believe-the admission of women 


~ 


-and secure. more appreciation ofthe needs of women, and 


especially of those—and they. tumbered half the women. in 


‘cotmtry—who earned their oww living, (Applause.) 
Mr, H, W. Forster (U—Sevenoaks) who moved the 
the ‘Bal: eaid it dealt with three: distinct subjects—(1) 
<@xtension of tho franchise (2) the abolition <f plural voting; = 


women's onfranchi-ement. the~Bill would net 


Government might baptise’the babe, but*they would nct- 
the childs. Our. pre 
‘Tepresentation of localities, by and: through the votes of theee who ~ 
“were qualified by Parliamentary: sanction to give it! This Bil 
Substituted for that principle the tight of the individual to a vote, ie 
He granted. at once that-if they adepted -the individual as their . 
"They could 
not-on the ground of sex deny tone individual the right they ~ 
gave another; but they mast go further.” The voter did not cease 
‘to be an individual if he happened to find himself in a minority. — =~ 
scntation. 
ighly- organised, ‘militant “bodies. 


for minority r 
noticed that some of the 


“yoiced. the opinions of women in of) were 


‘exceedingly ‘hostile to the Bill. 
‘the hen. ‘gentleman. referred opposed Liberal, asd 
Mr. Forster would prefor to not that they 


sorvatives, but that they were ‘violently hostile to Liberals. There. om 


was no-demand for the’ Bill.’ Not a storé of menibers pat the quéz- 
tion of adult suffrage ‘before the people ‘at the last election, aid 
there. was no evidence in the interval of the growth of that volufee 


of public opinion without which such 4 movement could not sucteed = ae 


maintained that soffrage and ‘seats: be dealt with 
and that the would involve a acheme of 


(L—Checterton), in the “of his’ 


i referred tothe W.S.P.U. as follows :—‘‘ The hon. member 


“for Sevenoaks dealt with the oppcsition which has notoriously bocn’ 


different methods for the advanccmcnt of the cause of woman suf-~ 


frage.. Tho Women’s Social and Political Dnien their own 


peculiar methcds—the methods which commend themcelves-to them. _ 


should be the last to-condemn any method for the propagation of 


an @bject in which Iam sincerely The fact that their. 
methods differ from otts matters very little: 
90, ehtirely ignorant Of the éXigencies of Parliamentary lifex “¥hey 


do not. understand the difficulties: experienced in. the: pace - 3 
of a: women’s enfranchisement Bill.” 


-Mr. Snowden: (Lab—Blackburn) stated that the women’s 
societies without excepti¢n repudiated Bill. 
members of these societies differed very much in their opinions cn 
certain 
‘as to what was the best 


chisoment of women on the samé ‘terms. 2S men was simple and 9 = 


understandable... It. cecured- also the largest ‘common measure. of: 
For instance, a considerable number of members on the’ 
“Conservative benches supported the Bill: of last year, but he 
think a single qme ofithem would be disposed. to: this 


support. 


(Hear, hear.) The lact. annual. Conference of Conservative 


also expressed approval of the principle that the fran- 


-chiso should be conferred. on women on the same terms as on. men: 
If the removal of the cex. disability was to wait until every 
mam had obtained the vote the: demand, would be indefinitely post- 


poned. (Cheers. ) In the eburse of an extensive experience of pub- 


lic. meetings in this country he: did not remember that.this question = 
adult. cufftage had been faised. But. there. was a. 
demand for. the. ex ent. of women. 
Mr. Bertram (L—Hitchin) objected to. of. the trans. 

~ ghise to women-at any time or whdéer-any circumstances. Tt wae - 


candidate, had had a very great 
ow public opinion. Turning’ to the Bill itself; 


would materially affect the 
parties, but it would ‘materially affect tho trend -of* legislation: 


Mr. Howard remarked that. the members of thie society which 


ported- Comervatives. 


They if IT may £ay 


(Cheers. ) The a 


but they were abcolutely united in their opinion 
icy: ‘to.adopt in order. to bring about the 
‘speedy enfranchisement .of women, “The demand for the enfran- 
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VOTES FOR. WOMEN. 


.women of the country were entirely ip 


single of this 


férent on this question. 
Earl Percy (U—South Kensington) had never been able to take 
the view that women as a whole were less qualified intellectually 


than men to exercise the virile views. on: 
important quéstions. His objection always;-had been that once- 
women’s suffrage wis introduced he see where it would 


_etop. He would like a vote of a special character conferred’ upon 


women, but as no such proposal had been put: into practical.shape, 


he saw no alternative but to vote against every measure dealing 


with women’s suffrage which did not offer some promise of a final 


gettlement of the question, and whicli’ did not receive ascent 
both the great political parties. 


te hae 


Mr. Stanger (L—West Kensington) defended his action im sup- 
porting the present Bill, saying that as the principle of woman suf- 
frage had been éarried last year by a 3 to 1 majority (on the second 
teading of his own Bill), ‘he now felt prepared to include that 


_ principle in a Bill along the lines which Mr: Asquith demanded. 


_ of the franchis» and of sovereign authority to women. 


tant Suffragists counted for very little in the result. 


Massie (U—Cricklade) said. that whatever. might be the 
sesoniary features of the Bill, the head and front was the extension 
Tae present 
Parliaoent had no moral authority whatever to. make such a revolu- 


~~ tion. From some investigatiois he -iwd himself made, he found 
that out of the 670 members of the House only thirteen spoke of 
adult suffrage and only forty-eignt referred. to Women’s. Suffrage 


at the general election. I+ was, therefore, atsurd even to pretend 
that eithet at the last election or at any previous election Women’s 
Saffrage was a live iss:e. 
acquaintanceship with the bye-elections went to show that the mili- 
The latent 


opposition on tho part of women to the, movement had recently 


243,000 women, representing. all sections of society, praying that 


taken. to itself a body, . and the question, Did women want their 


wgex to be the governing sex? wa3 being slowly but surely answered. 
‘He had. himself presented to the House that day a petition from 


the vote should not be granted to women. There was evidence from 
all quarters and all classes that the apathy which prevailed before 
Women’s Suffrage came into the region of practical politics was 


danger of conceding such a demand. . Ifthe House, by passing the. 
Bill, anticipated that awakering by irrevocably extending the 


. government of the country to women, it would be a Piece of sharp 


GrActES on the part of the Houze. 


| Sex Disqualification Sound. 

‘The Women’s Suffrage societies were hostile to the. Bill, because 
it went athwart their practical. policy. of abolishing sex disqualifi- 
cation. He agreed that the Suffragists were wise from their point . 
of view. When ence sex disqualification was abolished, everything 
that they desirec followed—ad ilt suffrage, ‘seats in Parliament, 


shar2s in office under the Crown, and possibly &@ woman ‘Speaker. 


_ disqualification was sound’ because it was on a natural basis 


3 That which has moved: them to take this. action is an earnest. and 3 


pertinaciorsly for many years. 
- to be damaged by what we think the mistaken tactics of certain 
‘Suffrage associations. 
‘they were to a.certain extent justified ? They have read history, 
_-and they know the methods that were used in former years. They 


which no artificiatity and no nnnaturalness could upset, and to dis- 
regard nature Livst necessarily end in doing an irreparable wrong 


‘to any nation. The ultimate basis of authority was physical force, 
and that force was characteristically’ ‘male. 


Women had to be 
guarded rather than attacked, implied inequality for 


_ purposes of government.- 


Mr. W. H. Dickirson (L—St: Panoras) seins’ the form of Mr. 
‘Geoffrey Howard’s Bill, which he believed to be of the only kind 
acceptable to the Liberal Party. He then'‘dealt with the general — 


question of women’s enfranchisement, inthe Course of which he 


said :—“‘ You may say that women are not fitted for the vote and 
you may point in support of that contention to some recent events. 
I do not propore to criticise or to judge the action of anybody out- 
side ; 1 think some of them-have been‘mistaken. Some of them have 
qune more harm to their cause than gocd, but we must bear in 
‘mind that the women who have been carrying on this method of 
procedure have only constituted a very small-fraction of the women 
of the countey.. Side by side with them are a large number of. re- 
sponsible and sensible women, who deprecate these methods, and. 
who have sdvocated the cause with. eyery. reasonable argument 
We ought: not to alk 


But, after all; can we not also recognise that — 


have tried pacific persuasion, and they got some 400 hon. members of 


‘this House to declare in their favour, Since then, they have taken 
strong steps, which some of us- deplore ; ; but also. some of.us realise 


so with no particular desire for advertisement or from . any hysteria. 


belicf in @ great cause. this House would make 


The’ great, mass of the 
ja@vemént. . It will ‘grow.* 


(Cheers.) The-yerdict of experience.and - 


w their case 


with and» hay 
voters and 


mistake than ‘by thinking that this partial 


women belieye; and T. believe—and 
they rightly belicve—that their: demand for justice cannot be 


fused permanently. They say. Your principle has-been’ to 


your trust. in the pecple. Why trust. half‘only? Cannot you - 


trust the whole of the people?” I believe that ‘wil inthe 


long run prevail.” 


Mr. Hicks;Béach (U—Tewkesbuty) argued that this was. 


Bill-which ought to have’ béen brought forward by a private -mem- — 


ber, and ought not “patced until the general sense the 
electorate had been iaken on it. 

‘Mr. Robertroa’ (L—Tyneside} supported the Bill. - 

Mr. Rees (L—Montgomery Boroughs), in the course’ of a oe” 
of an offensive character, said the last -cpeaker had completely 
ignored the one and-onaly’ ground on which women should not have 
the vote—the ground of The great difficulty in- dealing: with 


the subject. was that the moment they came to actual. facts they > 
were accused of being frivolous.” But le’ would-again ask in~all - 


seriousness—Was there any thember who would openly say, however - 


‘clever, able, and capable“w4shis own wife, that he was proud- 


be under petticoat government? “There was not one.. (Laughter:) 
Rather the husband © of ‘the most papas: 
Byron :— 
you Jords of ladies intellectual, 
Confess it truly, have not they via “ant”. 
—(Laughiter. ) How could ty possibly be good that the State, which 
was but an aggregate. of families, should live not only subject to 
that influence, bui. under a state of affairs in which the majority of 
the electors would actually belong to the female sex? 
‘Phe Prime Minister. 

(Prime Minister), rising -at five ts five 
o'clock, said: It has been often siated and is well known that on 
the issve whether women should have the suffrage the members of 


the ‘present Government: are not altogther “of. one: opinion, and. 
throughout this Parliament that has never boen made a Government 


question. The situation in .that respect is unchanged,  and* is 
entirely unaffected by. the introduction of the Bill now. before the 


‘House. Bat this’ Bill raises other and much wider, issues. It pro- 
now passing away, and that.the country. was, now ‘awaking to the. 


poses to extend the franchise: to’all adults of either sex, subject.to. 
condition of three months’ residence. myself, and I 
all ‘my colleagues, whatever be ovr opinions, on- women’s 
suffrage, are strongly in favour of a ‘reform, upon a-wide. scale of. 


the existing franchise—{cheers)—the abolition of plural voting—_ 
(cheers)—the dicappearance ef the articial-and illogical distinction 
between ‘occupiers and *:dgers-~(cheers)—a material ‘shortening: of 
“the period of qualification—eheers)—and a-thoroughgoing simpli- 


fication of the machinery of.registration. (Cheers.) . Apart from the 
question of sex—as to which I do not recede from but reaffirm what- 


[shave previously said as to what the Government contemplate and 
intend—and not committing! myself.so far as men are concerned to 


the precise proposals of my hon. friend, I wish to see a large reform 


~ on the lines I have indicated. ~ But, I must add, any measure.of the 


kind-ought, in my opinion, if it is to take its place on the Statute- 


‘book, to proceed from. the: responsible Government of the day— - 
(cheers)—and to be carefully moylded out of the stress of deliberate — 
I undersiand 


and prolonged Parliamentary discussion. (Cheers.) 
the promoters of this Bill are quite willing, if it is read a second 
time, the Bill should “be conimitted to a Committee of the whole 


House—a course which I think to be a wise one for them to take. =~ 
Cheers.) “But it seems to me,.apart from all other considerations, ~ 
“that the reasons I have given are sufficient reasons why I at -any 


rate and my colleagues. seas ead not vote, at this moment: for the 
second reading of the Bill. . 


When Mr. Acquith resumed skveral Conservative mem-°. 
bers rose to continue-the debate, but: Mr. Howard mioved the clostire. _- 


This motion was whee sce pi the ‘Speaker, and carried by’ 158 votes 
“to 124, 


‘The House then’ divided on thé amendment for rejection or 
the Bill, and there ‘voted’ 


- For the Bill .... 157 
Majority for. the Bill 


‘The Bill was. then read the second time without a division ‘and | 


committed to Committee of the whole House 


Philip: -@nowdén hag ifitroduced a dill along 
lines for conferring the~ Parliamentary franchise on women: 
“consists of a sittgle clause, which enacts that 
that, under the circumstances, they were. inevitable. _ They have 
“brought the question to the forefront. Their methods have shown 
that they. were in earnest in what they were doing. None of us 
~~ thas failed to realise that these ladies who are going to, prison. did 


“in all Acts relating to the qualifications, and of 
_ of me rs Of Parliament, wherever words occur which import - 
- line? gender’ the game shal’ held’ include 


to vote in such 
is backed by other m men! 
special time is. allotted to ib, | 


for. all purpdses. 
fens the: right to. be Tegistered., 


bers of the Labour party, bat ‘len 7. 
the Governinent; cannot be dis- 
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EXTRACTS 
jalbosides. Delay, mean; the 


ati 2 wil not tend 16 strengthen the confidefice of nation in tke 
‘tinies.... At when the ‘thoughts: of responsiblo 
| preoccupied. with the the maval situation. 
attention of the. House of Commons~has diverted to- a 

domestic measure. of franchise reform, of which the alleged import= 


‘united in’ the Bill is: largely“ to- be ascribed to the attitude of the 
- Government in declaring: that the extension. to. women ‘of the Par- 
franchise would only. be considered. by it as of 
general scheme of electoral reform. Evert where.2 <le 

fered so. extravagantly as that of, the. vehement. age 


ship? should. be. apparent ib the response; bot the rofusat of the 
dipeét issue which. was*involved in tho, preliminary. attitude of the 
this question has only been exceeded by its 


the debates, 


in spiteof the opposition of the Conservatives as a bod) and 
@ good many Liberals who gre supportets of Women’s S 

but“whe regard this Bil red-herring @rawn: across the path, 

remerkable evidence alike of the strength of the. Women’s Suffrage 

movement and of the growing fceling in favour of a wide extension: 


ae 


¥ 


va 


> ob acwider franchise. ~ We may take it that if and when—a large 
gud doubtful hypothesis—the Government, introduco: a Reform: Bill 
-~-théy will permit. the sense of the Houss.to be taken, on the qucs- 


tnembets of ‘the Cabinet are, he tells: us; 


means “the abolition -of-plural veting, the disa 


artificial illogical distinction between: occup:ers and lodgers, 


‘a-material shortening of the period of qualification, anda thorough- 
going: simplification. of machinery: of. registration ”—that 
“in: other -wores, adult suffrage ; abd it-js therefore under-an Adult ~ 
“Bill ‘alone that “Mr- Asquith will consent to allow the: 
the unfettered dis¢retion of his 


indlusion of women: to. he left. to 
“followers and of the Houze.of Commons, Are.we likely to eco such 
@ Bill during the lifetime of the:present: Parliamont? On this vital. 


with: the Liberals themselves, ‘and it: is-for them to mako. 
= thot voices heard.» It ‘would: be a sorry thing for the party if it 


demand addressed to it for Political this 


"The was momorable in two respects. The. Prime. Minister 
any measure @f.the kind bro forward by Mr. Howard, 


“the responsible Governmient.of the day. 


eee Ot the private meniber qua private member is of great consequence, 
“She “Government; and the, Government ‘alone, can- deal with’ it. 


frank statement of the influence of-the women's.ofganisations on the 
ES “Owing to the fact that quiet aiid: successful meetings 
“are lesa. frequently reported ‘jn the? Proas ‘than those which are 
Interrupted, the ‘public has not: ‘understood that, as Sir Char'es 
MeLaren: said, the women haye. ‘tarned_a quantity of. 
problem should be found as possible. . At, present -ajl the 
uprogressive heyements im the .country-—end. the. ‘Liberal Party. not. 
‘losmg’ moech of the help of women, who are 
being forced ta. davote.to méte,political agitation the energies which 
giany ‘of them—if “only: their-rights 98: citizens. were fully acknow- 
= Yedgedwouid gladly tern: into.more fruitful channels. The con- 
of the sittation meiths the ‘existence of a dangerous 


“enactment. of scenes painful to alk concerned, and a disgrace. to. the 
capacity of. the. present. Parliament to deal serious ly with its dis: 


Government niust- chooso how ‘roform. is to be carried out. 
There are other means of doing it than either by the limited Bill. 


‘ance. has-been répudiated by miost of the prospeetive  beneficiarics. - 
that, the extravagant diversity of the proposal: 


3 Woman Suffrage, some measure of firm and, rcsponsible: statcsman- 


discussion.” Mr. 


The Bill has ‘been excommuiiftdted by the very women to whom ~.—— 
Lady Jetsey and her ftiends' are specially opposed—the pfomotérs. = 
of limited female Lady Knightley of’ Fawsley Has 
protested in the name of the Contervative and Unionist advecates 3 
of a limited enfranchisement” Ti this, if in nothing eloe, sheila 
of the-basis of the franchise. So far as tho Liberal party is 
earned: these two currents.to a large extent: together, -and it, is. 
pretty plain. that if womten are over to be. enfranchised by 
Liberal Government it must be on the basis not-ef the existing but — 


Gestion Mr: ‘Asquith threw no light. Int part, at least, the decision 


+should have. made no- effort inthe day of its strength to enlarge 
“the: rights “of citizenship: and to -respond: to the last and. greatest 


was to:take, its placo on the Statute-boock, must proceed from 
~ This would soem to involve 

a “the. admission that Weman’s Suffrage also must -be 20: treated, and 
“that it ¢an-no longer be regarded-as.a matter on witich the opinion. 


‘that oppose 


“we cattnot 

“women should prolong the 
‘bas ‘brought: them nearer to ‘sticoess: than: the three centuries: 

in. the forces of the of af a moment. when all ite: - 


country. ‘The: majority of the Cabinet known to be: in’ favour. 
An, immense majority of the. House is pledged to this reform: The 


or “Mr.. Howard's Bill—measuzes more democratic than the one. 


‘end Jess revolutionary. thasi? the. other; Mr, Dickinson’s Bill. xe-. 


moving the sex disability and at the same time enfranchising mar-~ 
ried ‘women. might be a satisfactery, marta and we should be glad © 
to: see the Government adopting that. Qne thing is cleat. -If we do 


not grant a democratic franchife: to women, the Tories, 


of Parlidmeént could settle down to a 
‘pPlédsant afternoon talk about women’s suffrage the bread had’ been. 
“taken from their mouths by ‘the ‘ladies chiefly interested in the 
tard’s Adult Suffrage Bill had been 


blessed, on behalf of the Weined? Liberal Federal Federation, by 


Lady* Carlisle. . In a closely argued letier whieh we printed yes 


terday the Anti-Suffrage Leagne pronounces vigorously against any 
eort of tampering with the exisfimg distinction of the séxes. 


Backed by the more p/dilitient: agitator’:* “They are broken 
into two" 


by Miss which ‘breaks windows, ‘flodrishes 


whips, and _ otherwise makes itself obnoxiously” 


Phen there is the Posliamentary party, wnder Mrs. Faw- 
cett and Lady Frances Balfour, which deplores the methods ‘of the 
militants, but is not above 


were, fully. conscious of the unreality of the 


Ft “a 


“Daily Chronicle.” 


time yesterday by a majority of 36 (157 to 122). The figures are 


_interesting, for Mr.. Stanger’s more restricted Women’s Snffrage 


Bilt last session was carried in a larger House by a majority of 179 


(271i 40 92). This. may or nay not indicate. some failing off in the 
F popularity of the idea i in, the House of ‘Commons, | on 


teforms 


On the present 
no such: measure to be introduced 


by s-responsible Government.. That was’ what was wrong. 
>with, Mr. Howard’s Bill fromma debating point of view. No one... 
could be expected to ‘take seriously such a Bill, introduced by a 2 7 
private momber, in a form ia it was obviously incapable 
being-taken, up by. the Government... -Even Mr. Howard did not take 


he did not expect. it to 


The air the ‘eek has been agaifi greatly agitated by tlie move. 


: ment for Women’s Suffrage. From the standpoint of a vulgar world, thie 3 
conduct of Lady Constance. Lytton: in refusing any prison: favours. 

denied to’ her sister prisoners is hailed as a paragon of ‘sacrifice. 

Ss . As @ matter of fact, this young heroine is merely showing a sense of - 
second. point. to which we alluded: was Sir Charles McLaren’s’ 


justice and chivalry with’ is surely’ not uncommon in this yéar:of © 
grace. At any rate, thé: for which Lady Constancé Lytton 


“and the other ‘Specimens ‘of pure and unselfish womanhood ‘are leok- 


ing through prison ‘bars is making steady-and. substantial progress. - 
as men, we-may think that the militant methods have oeldy 
cleaxed the way to victory at the earliest possible inoment. The 
field is ripe fer the harvest, ‘But we are not’ in the least surprised 
‘that so..many- thoorands, of -wothen not of ‘the same 
“Personally, not’ act’ shoulder with-the- “women 


worker for. Women’s Siiffrage™ as he is for the Libéralcaiire But. 
accotiit it. an offence ‘that’ thease’ milifant 
aggressive, policy, “Which “ir ‘thrée years 


“of and ‘reiteration; 


The “Standard”... 


ing by-them. | 
for women will-be:the-same.as for men, but it will bean enlarged, 
“democratic,” one. “What. is meant by this Mr. Asquith-went 
way Jasi-night towards explaining.. Heand all the other 
“ strongly in: favour of a. 
‘poform.upon wide-scale. of the éexigting franchise,” -and by. this Fhe 
ance of tha 


“#téreford Times”. 


There is “the _phyéical force section; Ted 


discussion, and mést of those who went: down to St. Stephens 
yesterday spent their time elsewhere than in the debating chamber. = ey 
attendance was co meagre at one time ‘that a count-out was >> 

“attempted, though the ringing of ‘the electric bells and the “shouts — im 


J ‘E. "Raphael at ‘Croydon, who. is" ‘as active 


«<> 
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74 vores FOR, WOMEN. 


“Manes 26, 1909. 


Miss Christabel Panthurst, ‘in one of those happy moments 
of hers when she flashes straight from the abstract to the 
humorously concrete, remarked from; the chair at the Queen’s 
Hall on Tuesday evening that “ Politicians may lie about_in 
heaps suffering from influénza,’ ‘but we go gaily on our way, 
influenza or no influenza.” And thé'sight of that packed hall, 


_ painted purple,.white, and green. with enthusiasm, explained 


why it was that-ours, probably, was the only audience in London 
on Tuesday evening that was.not decimated by. the prevailing 
epidemic. The only thing that causes gaps in the ranks of the 
Suffragettes is a call to work elsewhé¥e ; and if any friends were 


absent from the annual meeting of our Union, this was only 
‘because these was a bye-election to, be fought at Croyden, and 


a.Cabinet Minister to be-fought. at: Sion College. And even the 
ubiquitous Suffragette has not yet oe how to be in two 
places at once. 


But there were no ‘very obvions, in our ranks on Tues- 


day, and our. forces had mustered, well to hear the account of 


the year’s work. This was no meeting for the unconverted or ~ 


the stranger. For once we were out for a frolic, just to shake 
‘one another by the. hand before separating for another year’ S 
campaign ; and it was very pleasant to look round and see, 
-here a woman whom one last saw as she vanished into Cannon 


. ‘Row between two arms of the law} there another whom one 


last met (speedily | to part again) at a ‘political meeting packed 
with Liberal stewards and a carefully selected portion of the 


- Liberal Party. -If there were any strangers present, they pro- 


‘bably felt that the gay ‘and cheery ‘women round them could 


not be very strenuous campaigners after all. And then,- 
directly after, those gay and cheery campaigners raised another 
thousand pounds among themselves. That is the sort cf little 
thing the does when it “is for a frolic. 

_ The played up well, of. In her from 


- the chair Miss Christabel Pankhurst. was. delightfully charac-~ the fun began. on Tuesday | evening ; and by the time the meet- 


teristic of herself, touching generously on the past, scornfully 
on the present, inspiringly on the future. With a fine tribute _ 
to the women who had raised £20,000 during the past year, she 


_ then described Mrs. Pethick Lawrence as one who stands in the 
very front “as a friend, as a leader, as a fighter for woman- . 
_- hood.” There wag great applause when she declared that “ i 


society ever had -or ever will have a treasurer like ours,” 
followed by understanding laughter when she’ added, — whim- 


gically, “ For this we excite the envy of the whole political 
world.” Becoming suddenly serious she spoke of the willing- 
~ ness of women to bear the enormous-burden. put upon them by. 


the Government, because they realise ‘that the vote must te 
paid for in money, in strength—inmlife, possibly. _ “What we 
do complain of,” she went righteous scorn, “is that the 
Government will name no limit to the ‘price that i is to be paid. 
Hercules was happy compared to us; he at least knew what 
was expécted of him!” Passing from'a cutting criticism of 
_ the attitude shown towards Woman Suffrage by Sir W. Robson, 
“who, though eminent, has not. yet. reached sufficient eminence 
-to induce us to attend his meetings,” the. speaker touched on 
the advantages gained from the Adult Suffrage-debate in Parlia- 
ment, which she described: 4s “an advertisement for the © 


-_W.S.P.U.,” and she wound up with a fine’ peroration, calling 


on the present Government. not to. Teave. our question. to be 
settled by the Tories: “Better for us to get. our, yote from them. 
now, because it. means no more delay; better for them, because 
at means saving ‘Liberalism from disgrace and 
_ Miss Mary Gawthorpe. — 
“Miss Gawthorpe, who had the;big she 
- for her plucky work in the North, was‘both witty and: impres- 


sive. An amusing account of the audiences to. which she is 


: “2 


They are going to ask him to be just before he is. generous, to” 
Mr. Dickenson, Mr. Stanger, and Mr... 
‘they will justify from this the demarid of the Union - foro - 


_ whole situation ; for.that_is precisely why we-refuse to fay down 


imagination to take the political chance of a lifetime ; and the | Ra 
_ whole audience wildly” appreciated her concluding remark : a 


them ! 


the enemy, and touching upon the finer influences at work in. 


_Ministers to-day the powers possessed by authorities in the 


to ee up’ the fragments that. remained. 


Pankhurst arrived ‘fresh’ from the Croydon. battle-field in time 


Women ; also that, before another annual meoting comes round, 


form. Mrs. Pethick Lawredeé will be'in the chair,-and thé 5 speakers 


Ysabel Seyriiout; 4, W.C?, ‘will be glad to have the 
- of atiy members who havo. been to’ prison’ in’ thé ‘cause, 
that be made for the presentations. 


accustomed in was a summary clever 
and concise, of what 4s going: to be brought to the attention of 
Mr. Asquith by the deputation of Lancashire women who. ate 
to wait upon him next week—thatis_ if he consents to see them. 


remove the disability of sex before’ talking about adult suffrage ; 
they will put before him the failure of private members to deal 


with this question: by entmerating the unsuccessful attempts of . 
Geoffrey Howard,..and 


Government pledge. “ If you say that. these gentlemen. in the 
House. of Commons. hayg done their best, you give away the 


our arms for anything short of a Government promise,” was a ~ 
sentence that- produced imuch applause: So did .the speaker's 
finely sorrow for a Cabinet that*kas not the political: 


“Militant methods aré<hot unconstitutional. Those who: are 
trying to get votes by methods which neyer yet won a: ‘vote for 
are and. I swash my hands 


Mr. Pethick Lawrence, receiving his well-deserved aration 
soon as he got upon his: feet, very amusingly referred to the - By 
“black origin” that is attributed to the funds of the’ Union: hy [as 


the movement, raised laughter. by saying that 3 few ‘hundred “ 
years ago the leaders of it would have been burnt for witch- x 


_eraft. He then proceeded to evoke the witchcraft by the eree-- > 


tion of a scoring board on the platform; and the scene that | 
followed would certainly have hurried most of those. that took 
part in it to, the stake on Wednesday morning, had Cabinet 


past. The score stood at £29,000, to start with; - money 
already received for Self-denial Weck speedily sent it up to 
£36,404, amid cheers. Any ordinazy political society not-uwnder_ 
a ‘spell would have left it at that... But it was only here that 


ing broke up the score had mounted up. to over £37,000. And ~ 
nobody even smiled, or seemed surprised, when the five. baskets, 
in the shape of collecting boxes, were sent round the audience 


tg ust to ss a tidy finish to the meeting, as it were, Mahi’: 


to receive an immense ovation, and to tell us that, great as 
Lancashire ‘has been in the past, London is now going to set 
the pace for the whole” tryin the race for Votes for . 


woe shall have won the race. I think that much desired limit. 
weuld speedily be set to the price demanded of us for our vote, = 
if Cabinet Ministers had attended’ our, meeting on. Tuesday - - 
evening. instead of turning women out of their own-meetiags ~~ 
elsewhere, They would +t all events have realised the 
of any to a tide. . 


“+2 


| THE ALBERT HALL MEETING, APRIL 29. 
England has been described as the storm-centre of the women’s 


-movement, and on April 29.the delegates to the International Con- 


gress; who are meeting i in London this year, have received a special 
_ invitation to be present on the platform at the Great. Albert Hall 
meeting arranged by the W:S.P.U. FoF the benéfit “of the dele- 


gates the militant policy. will be expounded ; ; it will be shown why > Bl f 


this-policy is necessary, and the way in which it has been Cattiéd = . = 


out will be described. Another interesting feature of thé nivéting - 


will be the presentation to all the members of the Union who Kate «ae 


suffered imprisonment: in the’ cause wothen’s ‘political enfran- 
chisement:* These women afe invited to ‘occupy- seats the’ plat- : 


will include Mrs. Pankhurst and Miss Christabel~Pankhurst: Mise 
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“THE NOTE. Government. which: refuses: to “attend to the women's 
the Women’s Social and’ Political Union. claim,” Next Tuesday another attempt will be made to interview 
4 itic mion on” th 
result of the Selfatenial Week 1969, which é the efore iim the case for Wonien’s: ~ 
Campaign to be during the tatried out with, Erfranchisement. On this “a special contingent from Lauca 
effect. shire: will jake part, and any other who feel-that they can 
Seif-Denial Cards: serve the W.8.P.U. by taking action in this way ‘should remember 


“Over a Seif-denial cards have to. the that their names should be sent in.to Miss Christabel ‘Pankhurst, 
er, containing total sum of. This large figare_ 4; Clements. W.C., delay. p this occasion the pre- 
ranging froin the collection the» City Vnien in afternoon, the deputti sting out shortly. « after its. com=— 

‘which totalled £29 17%. 10d...to some containing only few: shillings, mencoment. 


together by the: thought ‘and of those ho Dickets for the ineoting “6d., and may be cbtained 
Apart from. the collecting cards, the sum in Seltdenial ‘THE PRESENTATION MOTOR-CAR. 
and collections, ete., amounted to £1 771 lis. “8d. last week’s issue of Vores FoR Women letter appeared 
While: some ‘of this tepresented latge . sums; othets were careful. the pen of Mrs. Pankhurst, euggesting that. members of the 
Savings of those to whom was good to“be able to give, hecauro W.S, Pv. (who would, she was sure, desire to find some way, 


they loved’ so well. “It is impossiblé to att; "even for shart: while, of letting Mys,, Pethick Lawrence know how mach 
Treasure? of this Onion, withont fedlising ‘how much is meant by~ her work and sacrifice in going to prison for the women’s ¢ausé is 
“every shilling that forms part of the gréat it is:good"to valued by the Union), should unite if presenting het with 
that the:same loving éare is used’in ithe expenditure, eo that motor-car, décorated with the’ Union colours, The National--Com- 
penny. is ‘wasted on unnecessary or unprofitable outlay. work, Pankhurstpointed out, is now of magni- 


Promisés fo the Exhibiion; {adie -that-a conveyance for comstant use has become.“a 
Another large work of the Self-denial Week.this the sity, and would be a real economy of time and money. “Many 
mtive preparation for the Exhibition of and. members and friends of the Union have already responded. to the 


~The af these is no less-a: suin than £4 stiggestion, and are subscribing “to present to their Honorary Trea- 
At the Queen’s Hall. -  surer; for the service of tho W.8.P.U., the motor-car for which she ~~ 

The fina} part. of the Bélf- denial fund -was raised ~on Tueeday has 80 long felt the need. At: Queen's Hall; ‘on Monday afternoon 
Right-at the Queen's Hall. Money and promises wete handed up atid Tuesday evening, were‘handed up to the platiorm, 
all parts ofthe: building. -Hertha-Ayrton contributed ~ and altogether £50-has so far besa received im moncy and-promites, 


% 


2200, Miss Garrett Anderson, M,.D., prowiead £50, Mré. Bud 
Mrs. Tuke asks that ail mo direct 
Mian Dorothy, 247 10, Mis, Cohen £40, Hon. Mrs. to her. at'4, Clemente Inn, WiC: 
Haverfield £25 Se with other sums and the collection totalled 


sbout £1,000, bringiag up the final figure for Self-denial to £8,000—a TEACHERS AT MORECAMBE. 
which we tiay all bé-proud, ~ annnal conference of the National Union of Teachers will be 
shall. be delighted’ to’ tell Mrs. Tawiehee of this splendid result; held at Morecambe at. Easter, and Miss Mary Gawihorpe, an-€x- 
go to her in Holloway, as I expect chortly to be able ‘teachér and member of the will be present for the pur- 


‘She “will, appreciate how- well” every meniber of the Union e of brin Vores rok Women to the notice of the women 
her absence, and she will how much hopes for the co-operation. of the other_—: 

re 4 hoped to be able to. give a ‘subscription this week, ‘but "are are intending to be-prerent at the conference, in order that they 
on space “has rendered tt Nest week. this may forces with her. Letters should to 164, = 
PETHICK “LAWRENCE'S. RELEASE. THE WOMAN'S. EXHIBITION. 
We. ‘want all members-and friends of the. W.S.P.U_ to Prince’ Ss Rink, May 13-26, .1909. 
Kpril 16 free, ‘making a note in’ their diary, and-looking for. fur- ‘Communications be addressed: Exhibition Secretary, 
ther announcement. in. Vorss ror Wome next week. On April 16, WSP.U. 4, Clements Inn, W.C. 
at 8 o'clock, Mts. Pethick Lawrence is expected tobe released from Qwing to great press of matter this week, we are ‘able to devote 
Be -- Holloway Gaol after her long sentence of two months. She will only a email portion of our space to the Exhibition; and a great eS 
met at the gates by members and friends of the Union, and  ™any interesting details must be held over: The, following leiter 


wall drive to one of the. hotels, ‘where #: complimentary breakfast from Mies isabel Seymour, hon. secretary of the Flower Stall, and co 
-will be served.” Tickets, price 2s., will be ready shortly." For the Mrs. E. .K. Marshall, hon. secretary of the Farm: Produce 


following day (Saturday) ‘special arrangements are being. mad must, find a place this week:—. 

“MISS GYE’s RELEASE. “this friendly relationship is worthy 6f support. Promises. of flowere, plants, 

who default. of being over {to Vegetables, salSds, etc., are urgently needed in order that we may 

“prison for six weeks. for her share in to. the Prime fresh aupply daily. We gratefully acknowledge £1 from Mrs. - Littlejohn, ‘and 

~-Mintister on April 24, will be reléssed on April i. “198. 6d. from: Miss Pargus, towards the prizes for the competition; and Mics 

f on Ap 185 Gye’ 8 Work - poss Barnard promises £2 towards the flower stall; as she isnot sure whether 


im connection with ‘the N.W.S.P.U., and especially at bye-eleciion “she wili be able to flowers of not; a very sensible way of looking at the 


times,-is well known, and“ it is confiden expected ‘that tter from-our point of view." 0 sic omnes ! 
be'met at Holloway Gates at 8 morning and Maxstats, Hon. Seca, 
of friends; and proctssion will conduct ‘her ‘to ‘tha Inns of Further details as to competitions..will be announced next week. 
- Court-Hotel, where she Will be entertained ‘to breakfast ‘privately by The Exhibition Secretary wishes also to thank very heartily Mrs. 
the Committee and a féw personal friends. the evening the usual - Baillie Guthrie for her kind -offer to help the Refreshment Stall by 
Thursday Home will take ‘public. meeting, at which taking charge Of an Ice-Cream Soda Fountain.- This is a novelty to 
~ Miss. Gye ‘will be present, and a specially of members “English people, should*prove- very. popular. All promises of. 
friewds the ‘Union ‘will be © expected. dhelp should ‘be sont. in as. s0on..as to the Sectes 
ty Mrs, Clarke was released from. Holloway for her share in. Mr. Alfred Pearse, which have become during the last few: 
the. attempt to. interview the Prime. Minister. at Downing Street --weeks such a feature of Vorgs rox Women, should be 


during the sitting of the Qabinet Coupeal two months ago; she in a Cartoon P 
ageant at the Exhibition. So attractive a feature . 
with her -a message from. Mrs, -Pethick. Lawrence to the the Exhibition Committee felt to be too alluring to be set aside, 


effect, that just. ag the W.8-P.U. chad held more meetings up and and on: consultation ‘with ‘the artists’ who: have offered. their 
the. country, and had ‘preéented more petitions in the cause ance for the pageant on lines amiounced™ last week, it waa. 
= of enfranchisement than any other body fighting for their tights, so definitely. decided to~ a- Cartoon. Pageant. for the 
met wanted the number of women prepared .to. ‘undergo. imprison-. novel schemé.. Those workers who. generously gave in their names =e 
il ny ie as willing-to help in. the historical pageant may perhaps like to 
example, the Chartists. dress dolls in historical” and other chatacters; and if they -will 
. Within the next week another opportunity. will be given to-thore “writs to’ Mrs. “Paylor,’ of Chipchase - she). 


T 
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_VOTES FOR “WOMEN.. 


“Manos 


and 


4, CLEMENTS INN, STRAND, w.c. | 
Telegrams WOSPOLU, LONDON.” | Teléptione : Holborn 2724 (three lines) 
Bankers: Messts. BARCLAY & CO., 
‘Colours: Purple, White and Green. 


Mrs. PANKHURST, Mrs. PETHICK LAWRENCE, 
‘Founder and Hon. Bec, Hon. Treasurer. 
Mrs. TUKE, CHRISTABEL PANKHURST, 


Joint Hon. See. 


.. The Women’s Social and Political Union are NOT asking for a 
vote for every woman, but simply that sex shall cease to be a 
disqualification for the franchise. 


At present men who pay rates ak taxes, who are owners, 
occupiers, lodgers, or have the wervice or university franchise | 
possess the Parliamentary vote. The ‘Women’s Social and Political. 
Union claim that women who fulfil the same conditions shall also 
enjoy the franchise. 


‘lt is estimated that when this claim has becn conceded, about a 
illion and a quarter women will possess the vote, in addition 
te the seven anda half million men who are at present enfranchised. 


The Women's Social and Political. Unica olsin that a simple 
measure , tiving the vote to women on these terms, shall be passed 


its 


“THE DEPUTATION TO MR. ASQUITH: 
MARCH 30th. 


Deak Members and Friends: the Ww. S. P. 


It has been a gréat joy to us all to welcome back to our midst 
the women just released from Holloway Gaol. By their 
courageous action cn February 24, by their steadfast determina- 
tion to suffer any term of imprisonment meted out to them 
rather than betray the honour of our cause, they have won 
for all time our admiration. But there is also another side to 
the picture. _The Goverment must be made to ~under- 
stand that we cannot remain quiet.in the face of their 
refusal to deal with our question this Session. Militant action 


is again forced upon us. and so. strong is the ‘indignation. 
in addition t» our London members, 


of our women that, 
others are coming from Lancashire on ‘Tnesday next to join. 
- yet another deputation. This will start from the Caxton Hall 


to the House of Commons. at three. o'clock, once again to 


demand an interview with the Primé Minister, in order that 
the urgency of our case may be laid before him in unmistak- 


able terms. - 
‘Emmeline. Pankhurst. 


Be 


THE ADULT SUFFRAGE BILL. 


When Mr. Gw firey Howard decided to introduce an Adult 
Suffrage Bill instead of a measure simply removing the dis- 
ability of-sex, all the Woman Sceieties united: in 
demning his action. Mr. Howard and other supporters of an 


. Adult Suffrage policy defended them#elves against this attack 


by saying that in the. present House, of Commons an Adult 
Suffrage measure would command greater support than would — 


‘Women’s: Enfranchisement Bill: + - 


Events have utterly: destroyed. this. excuse, the 
Enfranchisement Bill» was last, year 


The National’ ‘Women’ 
Social Political Union. 


p 


debated in, she House and passed the. 
second reading by a majority of 179, the. debate-on, Mr. 
Howard’s Bill was admittedly unreal and apathetic-in charac- 


ter, and was conducted ina very thin House (at one moment the . 


presence of the necessary ‘forty members was in doubt), and the 
second reading was carried. by 35 votes only. As the Daily 
Chronicle Lobby correspondent said : 


on .Fridays. Mr. Howard’s Bill would add about 15, 000,000 


voters to the present electorate, 12;000,000 of whom would be ) 


women, This Was a pretty tall order, even for the. ‘present 
House of Commons. Ae unnecessary to say much 
about the debate, which was carried on in a listless House. - 


A leading article i in the same paper, comparing the voting upon. 


the Adult Suffrage Bil, and last year's. Womén’s Enfranchice- 


ment Bill, observes:that “on the present occasion the issue was. . 


eomplicated by the sweeping nature of the reforms proposed.” 


Friday’s debate proves, therefore, that the right policy is to 


deal with Woman Suffrage by means of a separate measure, to 


_be carried into law before any other quentione. of electoral Te- 


form are raised at all. 

Mr. 
aioe policy was entirely. unconvincing: He argued that it. 

“ almost impossible | to seal with the reform of the franchise 
vic at the same time dealing with the question of Woman , 
Suffrage.” 
fact. Into the Reform Bill of 1832, a provision excluding 
women from the operation: of the Bill was deliberately intro- — 
duced. John Stuart Mill’s amendment to the County Franchise: 
Bill of 1884 met. with the same fate. - The present Government — 


> 


have shown that the inclugion of Woman Suffrage in a measure 


of general franchise refcrm is very far from ‘being’ a matter 
of course, for they have established in South Africa a Constitn-— 
which gives votes to men only. | 

Mr. Geoffrey Howard’s further contention was that “it is, 
with a democratic Parliament, almost impossible to deal with 
the question of women’s enfranchisement without at the same 
time making some alteration in the existing “franchise laws.” 
As I have pointed out, the division upon his Bill proved that 
there is more support in the present House of Commons for 


Woman Suffrage pure and simple than there is for Woman : 


Suffrage plus other alterations in the franchise. 

To Mr. Howard’s claim that the present franchise ; is not good 
enough for women, we reply, in the first place, that fhow- 
ever bad it may be, it is better than nothing, and, in the second 
place, that men and women electors can later on take joint 
action to improve the existing franchise laws. ~~ 


That the Liberal rank and file-in the House of Commons ‘have 3 


decided to support, or at least to- condone, the plan of side-. 
tracking the movement by“aising the issue of Adult Suffcage, 


“ The business before the 
-- House was of an even more academic character than -is usual 


Geoffrey Howard's speech support, of the Adult 7 


This statement we know to be contrary to historical ae 


appears from the fact that none of them in a 


genuine Woman Suffrage policy. 
‘The Unionist contributors’ to ‘the debitte; Poids ae 


Mr. Forster, did not fail to draw attention to the fact “that i 
such a measure as Mr. Bogyrt s Bill-is a hindrance to Woman ney 


Suffrage. 


- Liberals may retort that tthe Unionist members ‘ele this line 


because they object to a democratic fraXchise, but they can 
‘make no such criticism of Mr. Philip Snowden’s attitude. -No 
one will suggest that he, a. member of the Labour ‘Party,- is 
less friendly than are the Liberals to a wide measure: of:elec- 


_toral reform, yet he gave it: as his deliberate opinion. that if the . 


removal of the sex disability is to wait until ; every adult nian © 
has obtained the vote, the realisation of that. demand will be 
indefinitely postponed, and he expressed his great regret that 
Mr. Howard should, by introducing an Adult’ Suffrage Bill, 
have departed from the pelicy he formerly advocated. For 


the last three years,” said,Mr. Snowden, “he has, along with~ 


myself, been a joint secretary of the Parliamentary Committee 
for the ‘Bafranchisement and I the Woman 
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Societies had right to that aie would remain. 
trua to their cause.” | 


Turning to Mr. Aaquith’s we and in it new evi- 
~ dence, if that were needed, ‘of the Government's hostility to our. 
claim. -What he had to. say amounts ‘to this: Upon Woman 


Suffrage the Govern mant are disunited which, since it involves. 


‘ body opposed to. Woman Suffrage. 


inaction, means, for all practical purposes, that they are as a 
But -where the question of. 


votes, for men is ‘concerned they are urited, and they wish to 


see a comprehensive measure. of electoral reform carried into 


law. It requires very little penetration ‘to see that the Goyern- 


from the first foreseen 
attempt by this means to postpanie for a gerieration or more the 


ment are prepared, if hard pressed by; ‘the militant agitation, 


to establish Manhood Suffrage as a barrier to Votes for Women. 
Mrs. olstenholme and other Suffrage pioneets havo 
that a Liveral’ Government might 


enfranchisement of women. . Mr. Asquith-has now shown that 


he is considering this method of escape from. the political claims 
The Prime Minister’s speech had one good. effert | 


of _women,. 
at least. It has served as a warning to Suffragists that they 
must not rely upon getting a’ Votes for Women amendment in- 
cluded in a Reform Bill, but that they must demand the . 


immediate concession of votes to those Fomen at dis- 


of this House. . 


qualified golely on the ground of sex. 


“The anti-Government policy affords” the. only 
sible means of enforcing that demand. Sir Charles 
M‘Laren drew attention to the power ‘which such a 


policy gives to the Suffrage movement. > 


Women’s: Social. and Political Union, he said: “There is one 


RELEASE. OFT 


The following prisoners we ‘from Holloway on Wed- 


nesday. morning _ Lytton, Miss Daisy Solomon; 


Mrai-Frank Corbett, Mies Unt) agdale, Mrs. Madeline; Retre,. 


E. H.’Chesshire, Mrs. Caprind Fahey, Miss M. Barnet,*Mies 


‘M. Davis Colley, Miss Margaret Rodgers, Miss Mary Allen, Mies ~ 


Ellen Pitman, Miss Maud Freerian, Miss Catherine Richmond, — 
Miss Mary Lethune, Miss M. My Roberts; Miss Leslie: Lawless, : 


‘Miss Caroline Townsend, Mrs. Tyson, Miss Tyson, Mrs. Lamar- 


tine Yates, Miss Sarah Miss Thoapeem, 
Miss Walsh, and Miss Kirkpatrick Watts. 


By 7.30 the prison authorities were able to witness the now 


of friends and interested onlookers rapidly gathering i in. the thorough: 
fares around the prison gates. The scene was further enlivened 


by. the arrival of the seven draped and -decorated carriages and | 


Speaking of the — 


society alone, the most active of all these agitating societies, 


which has secured an-income of no less than £20,000 a year, 
raised amongst women, for the purpose of forcing on this agita- 


tion, and es it on in a way most unpalatable.to members. 


. I believe that these women have~had very 
great influence in recent bye-elections. It is difficult to say 
what will turn a vote or what will not, but I believe the fact 


of intelligent, eloquent, and attractive women—because the 


Suffragettes have very. admirable qualities besides that of 
fanaticism—-going down. at .bye-elections, and consistently and 


| ruthlessly opposing eve-y Government ‘candidate, —_ had a 


_ very great effect on public opinion,” 


_ At the moment of writing, the Union is fankaeodt: in a cam- 


paign against the Goverument.in Croydon, with the object of: 
reducing the Liberal vote, and proving to the Government that 
their Woman Suffrage policy is unpopular in the country: 


Notwithstanding the fact that the Liberal candidate declares 


his personal belief in Woman Suffrage, while.one of his oppo- 


_ nents confesses himself an Anti-Suffragist, the Union is not to 


i 


be drawn aside from its policy of holding, the Government, and 


the Government alone, responsible for giving or refusing Votes 
for Women. IfMr. Raphael i is returned, the result will be hailed 

“ as a vietory for the Government, and as a sign that their policy 

. has the approval of the electorate—such- a result’ it is in the 
interest of our cause to prevent. “We have everything to lose 
~~ and nothing to gain by the election of Mr. Raphael for Croy- 
~~ don. - Once in Parliament, he will be as powerless to-serve our 
“ eause as Mr. Geoffrey Howard admitted himself to be when, _ 
in the House of Commons last Friday, he said: 


“We must 
frankly confess that we are uaable to force ae Gareenmeit 


‘to take up the question as their own.” 


it-must always: be remembered that the virtue of. the 
election policy depend: upon the fact ‘that women themselves 


are doing and daring for this cause. Because women are ready 
. to face denunciation, rough usage, and imprisonment in the 


pursuit of their rights, the electors*are moved to make Votes 


for Wonten the issue which shall decidé their attitude towards 


the. Government. 


at the ballot-box. 


Because women themselves are Paying 


pairs for the released prisoners, and the horsewomen appointed to + 
lead the cavalcade. Meanwhile well: known~band was play- 
ing lively airs. 


As eight o’clock drew near the. crowd ates to close in > ahead 
the gates, an avenue of approach being kept by the police. At 
about a quarter past eight the small door in the prison gates was 
thrown open, and the band struck up ‘* The Marseillaise”’ as the 
first of the released prisoners appeared, some of them runing 


' down towards the gates. They.were at once surrounded by the 
cheering crowd and greeted warmly by their friends and relatiotis. 
pos- 


After the. greetings | and congratulations were over they took their 
places in the carriages, and t procession was then formed up ‘in 


the following order 


First came. Miss Daisy Dugdale the tricolour, ~imme- 
diately succeeded’ by Miss Christabel Pankhurst, Miss Annie 
Kenney, Mrs. Tuke, and other “well- known members of the Union. 
Then came the band, followed by a group of members dressed in 
becoming costumes representing the four natjonal divisions of the 
kingdom, England being represented by Miss Joan Dugdale, Scot- 


land by Miss McLeod, Wales by Miss Rachel Barratt; and Ireland 


_ by Miss Maguire. The well-known Kensington banner, with Mr. 


Laurence Housman’s desigi, came next, and then came nine 
women riders on white horses, first Miss Douglas Smith, dressed ir 
a handsome purple uniform, then Miss Joachim, Miss G. Léwy, 
Mrs. Diplock, Mrs. Higgins, Miss V. Holme, Miss A. G. Shep- 
pard, Mrs. Masters, and Mrs.. Freeman, all wearing the Union 
regalia. After these came the seven carriages bearing the released 


prisoners, with friends and members of the Union following on 


foot with a fine display of flying colours. Finally came a long 
line of cabs, motor-cars, and private carriages, all draped or 
decorated in some way with the colours, and most of them flying 
tricolour flags. 


The route chosen was Camden Road, Hamipstesd Road, Totten- 
ham Court Road, New Oxford Street, and High Holborn. An 
amusing incident occurred in, Camden Road, where the driver of 
a heavily loaded dray begged or borrowed a large tricolour flag, 
fixed it to the top of his dray, and constituted himself part of the 
procession. The procession was cheered again and again, in many 
cases. handkerchiefs being waved from windows or sometimes the - 
Union scarves, bunting, or tricolour flags. 

At about a quarter to ten the, procession sesaisaik the Inns of - 
Court Hotel, where the prisoners were -entertained privately to 
. breakfast. by the Committee of the Union, after which most of 
them proceeded to their homes. 

Their public reception. took, place in the evening at 7.30, the 
Inns of Court Hotel, where they were welcomed to. dinner by a 


large gathering over which Miss Pankhurst presided. Several in- 


Those who are. to in to ‘Prime Minister - 


nie Tuesday have their courage and determination redoubled 


by. the knowledge that such action, by winning the respect. of © 


: the voters, strikes. at the very foundations of the Government's 


Christabel Pankhurst. 


teresting speeches ‘were made. A report of these peo will 
appear in our issue next 


“The “Issue of 
“ VOTES. FOR WOMEN’ 


for APRIL 2 will be 


A SPECIAL NUMBER OF 32 PAGES, 


a Dialogue, entitled 


LADY GERALDINE’S SPEECH, 
| written expressly for the paper by - 
BEATRICE HARRADEN. 


NTY- SIX PRISONERS. 


familiar sight of Suffragettes, wearing their colours, and groups Re 
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“Manoa 1909 


#2, The Pavement, Thornton Heath. 


— 


‘March 258 p.m.—Large Pablio Hal W. Pethiek Lawrence, Baty, 


p.m.—Large Public Hall, Mr, Pethiék Lawrence 


March p.m—Bmpire Theatre, Mrs, Pankhorst, Mise 0. Pank- | 


policemen, whose patience was being a, little bit tried because the 


stoppage i in the electric tram traffic. 


> ~._.. and remarks that the Liberal cause, 


33 


2 21, 8 Hal 


b Norwood, Mrs. Pabkborst. 
, Mies Christabel Pankhurst. 


ae was, a course, only natural that the first thing I saw on leaving 
“Getic Station was a W.S.P.U,_trap, decorated in the colours, 
trotting gaily along with an effective announcement, through a 


Ja ~~" megaphone; of the afternoon meeting; and that the last picture I 


carried away was that of the crowd pound. the W.8.P.U. mo!or-<ar 
~~ being. moved along outside the:. Committee Rooms by four local 


interest, of the. electors in the Suffragettes:1 was comeing a temporary. 


indeed. is. thoroughly interested, ‘a is., more, 
“sympathetic toward the atiitude of the WB. P-U,. in its opposition © 
ot 23 to. the Government nominee. The Croydon Guardian (Conserva- 
=. 4... tive) publishes a full official statement of the policy” of the W.S.P.U., 
“ absolutely hopeless,” 
owing to the inappreciable headway made by the Liberal candidate . 
‘duritig the twelve months he has been nursing the. constituency, is 
further troubled by the “disturbing knowledge fhat the W.8.P.U, 
“are waging bitter war agaitist him as supportor of a 
which has promised them much antd'givéen them nothing.” | 
‘Mrs. Drummond declares that the constituency is “ alive with 
interest,” and “ really go-ahead,” and thatthe people- show a 
genuine desire to undefstand the fundamentals of the militant’ 
mdvemefit, The Committee Rooms at 125, North End, Croydon, 
aswell as those at Thornton Heath; “are constantly. beset’ by in- 
« quirers, and the windows, most effectively decorated in the colours, 
have all along- drawn a steadily increasing crowd. Even ‘the 
flower-sellers, quite early in the campaign, wete heard pushing” their 
‘violets and snowdrops as “Suffrageite colours; penny-a bunch,” and 
-. > “the most fashionable draper im the district was showing bands and ~~ 


Yosettes of purple, green, and white for sale in his The- 


‘whole attitude of Croydon is friendly bein and there i is an entire: 
absence of hostility, 

All the workers are kept ‘busy till 10 at: night sgumerous 

meetings; these are well-attended, and the sale.of badges and litera- 

._ . ture is very. brisk. It is meetings, mestings all the day—big moct- 

in public halls and’ in ‘the theatres; smaller ones in local halls, 

‘pntdoor meetings at: siteet até: indoor 

“men women. 


returning from pavement chalking and from distributing literature 

in Order io take’ part in the pubic meéting at three o'clock, while 

_ for the evening a nuiiber of outdoor meetings were-on ‘the ‘pro- 
‘gramme. “It’s curious thing,” said ‘bne} “that all the people who 
‘aecept our leaflets have pleasant and happy faces, aid ‘that the few 
refuse are invariably sour or miserable-looking.” 
Many meetings had been héld every day duritig the week, indlud- 
“ special -meetings for women onlyevewy. afternoon in the Friends’ 


Adult School, purposely arranged for those who have to get back 


time to make their husbands’ tea~a thoughtful announcement by 


Mrs. Drumntond, which ‘is: evidently appreciated by the men. And - 


4 4 now the Empire Theatre -was welt filled.-at .3 ‘o'clock, andthe 


audience was interésted and sympathetic, and evidently grisped the~ 

political position. A significant fact was the: demand. bas literature, 

Sarhich wae on sale at the doar-- 
‘Miss Christabel Pankhuret appealed thea ot Croydon, 


“asking them to lend their votes. Women showed that, they could: 


stale at byeelections \general élections’ the -Govern- 


would be forced to listen:to” their reasonable’ demands... Ii 


“men-had been. denied :votes, as womenshed; we should: have had .an 


revolution. Sir Charles Maclaren hady:admitted that the 


~ Lidberal Party has lost thousands of yotes at bye-elections through 
women’s influence. The Government: must be given another lesson 
The Government didnot do things because they were 


showed that. the question of women’s eafranchisement, this righting 


@hergy of women, was tae the most” icane.before the 
Country. 

Her which” ‘was ber apt 
answers to the questions ‘which followed, ecenied to make.clea¥ 


fighting the Government which. will not give votes to woinen,. rica 


_ declaration that he personally the women’s side! 


had bos tried long enough, and 


Cabinet) Ministers’ subverfuges to escape from the Suffragettes. and. 


“to demand it at Croydon, aiid slow Mr. Acquith that he cannot fool 


go to prison; ask you 6 
Mery telling, too, was Mics Douglas Smiths thas men | 
‘never bees ablo to 
‘ono great cauce, as the members of the W.8.P.U, were doing, si 


‘goes, it-cannot fail to profit’ by it.’ 
Another enthusinctic meeting took Monday «i 
the Publi¢ Hall, . 
and the number cf qnestions asked showed that the audience bad. 
grasped ‘the polit 


that a procession shall go 


the London«and other m 
contingent ‘will join in, 
The Lancashire women: willbe met at Euston Station 
by London members of ‘the ‘deputation,’ and will be’ conveyed: in'a =. 
motor-’bus to Thornton Hetth, which is. at the northern end of <= 9 
They will atrive at the Clock. Téwer shortly —.~ 


purpose: 


“before 2 o'clock} an 
Clock Tower, and 


the’ hiteraly should thon ‘end tell 


Asquith “why they had done so: In a few words Miss 
explained. women did support “Mr. Geo 


firey Howard’s Bill, 


which she described as nothing Jess than a red herring. Mr. Asquith 
was feady. to please mon, who-already had the vote, by. giving them 


more vdves; and harder still for women: to obtain. - 


“their tights. ‘Let the women’s question ‘be ‘settled firet.*: Mics: 


hurst also dealf with the-issties ‘before tho’ Housé of GCommons— 
igshes_ which the. Liberals themselves refuse “follow tip—and 


of a tremendous wrong,, this placiig at the country’s dispotal.of the. 


the audience: the. persistent policy of the. in 


its Wisdom in not -heing sidetracked by any” candidate's 

Next. Mrs. Drummond timiprésséd ber by’ explaining 
whether 
the militant methods had.not amply justried theniselves by their. 
success ; and she aroused Jaughter and applaure -by hér-nccount of 


her declaration that the women are the better fightets of the two. ~ 


She asserted that if women did not get the vote this Session the = = 


whole ‘countty would demand it next Session. “If you are going 


English women any longer, now is your Opportunity. We 


to vote for us,” 
all their differences and combine 
was tho secret of their great strength. 

Croydon is having a good léecon;, and whichiever way the lection 
The was fall and enthusiasm “very evident; 


ical situation and understood the opposition of the 
W:8.P.U. ‘to the Liberal candidate, although ‘he personally isin 


favour of votes for women, aad why they are not opposing the Con. - , 
servative candidate, who stated in his election address 4hat he is 
direct opposition to their claim. It was suggested: by someone pre-~ 


sent that the majority of women did not want the vote. The feeling 


of the meeting was thereforé tested.on this point, with the tesult = 


that almost every woman in the hall held up her hand, ‘and: 
or thiree: voted against... 


-On. Tuesday evening Mrs. Pankhurst addressed: lage: 

Thornton. “Heath Public. Baths, while Miss: Annie. =~ 

‘meetings were held in St: Michael’s Hall, the Art Gallery, ae 

_-and>the Canterbury Road School. Hall, while to-night (Friday), 
8 o'clock, moeting will be addressed thy Mr. Pothick 


‘Kenney spoke tr. great overflow. 


and the ex-priacners in the large Public Hall. © * ; 
‘Let no one. say, even during’ the few remaining she 
poll, suppose~ they “have. enough workors at 


elections. . Women who can;cpeak at’ public meetings, large or small, 


women who ‘can €alivass, women who -can ‘chalk paventents- and 


“There are iiever enough workers for the work’ be done at-bye- 


‘distribute literature, < or help in dozen otlier ways, will bé welcome 


up to polling day.. 


So come down to Croydon, 125, North End, and ae 
offer: your services to Miss<Cameron, who will either to. . = 
work “herself or send. you to’ Miss McOleHaxd 


practically the final day before the poll, and it has been 


on Wednesday, 
March. 30 ‘he present, and it is hoped that as ‘maz 
bers of the W.8.P.U. as possible will also take part. 


other mem-- 


constituency. 
and: the: procession: will ‘start from: the 


irs of the. deputation, the Bancashire 
ing ‘to London’on Saturday for.the 


arranged 

the length and breadth of the == 

constituency. In addition to the Prisoners released from Holloway 
members of the deputation to the ‘Prime Minister on 


tour through the constituency’ until “3.30, 
when Mrs. Pankhorst, Mite "Wiristabel’ Pankhurst, and Miss Mary 
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bers of the deputation, amd.the prisonets | t,-atid 4 meet ISTERS QUESTIONED. 
will be held: While this progress the remainder of the CABINET MINISTERS 
+» €ession will drive»rouhd the constituency holding open-air meet- Mr, Runciman attended a repeption at the Hotel Windsor on 
Fe, ings en route. Brakes will be provided without charge, but in order Friday; in connection: with .thaxLeague of Young Liberalse He 
to make proyision. for seating accommodgtion, it is advisable that -had-only been speaking abolit-thtee minutes when a womat asked | 
Laas _ names.of those intending to take part in the procession should him when the Government was going to give votes to women; . ~ 
sent in to Miss Jéssie Kenney, aft 4,° Clenients Inn, not 
| she was immiediately removed, the band being requested to play 
> later than the first. post on Saturday morning.” We shall aim at ? ‘th 
‘providing accommodation for unexpected“arvivals, seats cannot the meantime. Later in his speech, Mr. remarked, with 
be gudranteedto any who have not seni in theit names, However, Teference to the debate in the House of Commons that day, ‘‘ Well, 
there: wilt be plenty of other work for those wilo eannot take part ladies and gentlemen, they [the Suffragettes]) have been occupying 
_-in the proceesion. . It_is suggested that any‘ ex-prisoners and other a good deal of our time this afternoon,’’ whereupon a woman re- 
members of the who can do so should go down to the torted, “Yes, Mr. Runciman; we ‘told you last. week we did ~ 
Committée-rooms, 125, North End, Croydon; eatly in tho day, but want Mr Geoffrey Howatil’s why" this: shiftine of re 
thosé who cannot do so should leave Victoria Station not later'than bidity??? - 
1.5, arriving at Thornton Heath at1.36. > spons bility She was removed, and the band again struck up. 
It is particularly that. a large number of n-air Thereupon man stood up and said, ‘Mr. Runciman, I protest 
: | meetings should be held on Friday night and Natavday, and thoce against these women being thrown out.’’ A struggle immediately 


who. are able to; help in ‘speaking, advertising the ings, selli followed, im the course of ‘which - the t] wast hiv 
literature, or in any other way, are asked to the Committes 


BEG handled, the band being called upon to play in the meantime. 
North Had, whore will be given Shem: “Soveral members of the WAP-U. attended the anmoal meting 
 @élock; oF ‘earlier if “possible, und on Saturday morning Miss Post Office Total Abstinence Society at Sion College om 
~~ Cameron will-be glad to see helpers at any time after 9.30a.m. .-~=S»«- T uesday might, when Mr. Buxton was the speaker. All the women 
». A large. number. of workers will be wanted for polling day, Mon- were asked to sign a pledgé ‘that ‘they would fot interrupt the 
day, the 28th. The polling stations are open from o'clock, anditis 


a 


to g meeting.» Those who arrived early refueed to do so, and, address- 
mporta eral workers rea © on duty at 7.45, or as ing‘ Are 
Those ing ‘the audience previous to Mr, Baxton’s arrival, explained the 


mittee. Rooms at quité such an early hour will be able to relieve reason of protests they intended: to mak wontien 
thore who can goon duty. early, by arriving later in the day, and arriving later signed the pledge, and accordingly remained silent 


all will be-welcome up to 8 p.m. during Mr. Buxton’s speech. At the close of the meeting, howéver, 

ment with regard to women’s enfranchisement. He accused them 

. PRESS. EXTRACTS. _ > of breaking a pledge. This, hawever, as they explained to him, 

“Morning Post.” speech. Some of the 


‘predominant partner. hatever the issue may of the claim of ~~ 
are here, there, atid everywhere, distributing literature, ress- 
Ing. meetings, carcering about in motor-cars, and practising the soft Mrs. Pankhurst’s tour through’ Lancashire from Thursday, March 


‘and subtle arts of the “ door-step,” which is the word usually applied 18, to Wednesday, March 24, was.a record of triumphs. The. first an 
_by electioneering agents to the work of the canvasser,... ‘he- meeting was hold in the Rochdale Town Hall on Thursday evening, a 
-erowning act of the militant women Suffragists is tobe a processional | x gb 


On: Batuidlay. in, which Indies newly xeleased. from the martyr- Very large audience gsembled.. Previous to the meeting a 


women ‘were very roughly handled by 


‘ dom of Holloway, in the second degree, will play a conspicuous part. pianoforte recital was given by Miss K. Ratcliffe, of Manchester. mY ) i 
_. These ladies,-who have been “doing time” in connection with the Miss. Mary Gawthorpe was.in the chair, and moved the following 
Jast- hostile movement in organised fashion outside tho walls of Par- . 


will assemble at two o’clock in the afternoon at Thornton . 
a lesson to the Governmént. .The organisers of this demonstration are further calls upon the Government to render further imprisonment unneces- 
the Women’s Social and Political Union, and. Mrs. Pankhurst, Miss. ®*Y by introducing a Bill which shall enfranchise duly qualified women with- 
Christabel Pankhurst, and Miss Ma -Gawthorpe will act as direc- Out delay. 
“tors-in-chief.’ There will be plenty of motor-cars and other vehicles, =§ Mrs. -Pankhurst, on rising to seoond the resolution; had an 


with bariners and bands of music, and the procession will be' further — iasti ti dh h, dealing with the : 
gwollén whe aro coming apport enthusiastic reception, and her speech, dealing with the present 


’ an important movement on Tuesday next—the day after the Croydon political situation, was received with the greatest sympathy and a 
oll—when another organised attempt is-to be made to interview the enthusiasm. 
endeavour to ro what one of adies calls Sphinx of . 
~.. Government”. has already been published broadcast throughout. this Liverpool, when Mrs. Pankhurst again had an enthusiastic reception 2 
constituency, “ and,”’ she informed me, ‘this time we shall show that ~ from @ very. large audience. Miss Mary Gawthorpe was in; the <a 
- We aro more in earnest than ever.” chair, and Mrs. Pankhurst moved a similar resolution to that passed 
| ne “Times.” at Rochdale the previous evening. The motion was seconded by 
_ “After the tariff reformers, as usual, the woman Suffragists are the. Miss Mary P hillips, and, after brief speeches from the volunteers 
ext. most zealous workers in the election. Their expenses here must ‘or the deputation to the. Prime Minister on March 50, the resglu- 5 
de matter, run committee rooms, hire public halls, and move 
the: constituency in a large number of motor-cars. Most of ilar meetings were. held ;in-the Town Hall, Southport, on 
them oppose the Liberal “who seeks vain to Saturday ; the Public Hal', Preston, on Monday;-and in the Free 
by advocating their cause; but the séction’ known as the Nation rade Hall, Manchester, on Wednesday evening. All these meet- 
Union of Wamen’s Suffrage Societies fayours the Liberal and Labour 8 | 


j vere fully reported in the local. Press of the various, towns 
didates rtially and concentrates its hostility upon the Were fully repo 
Caioniat, wha of woman suffrage. It curious visited, and it is evident that the cause of women’s political enfran- 
etrcumstanve that the womian workers’ on the Unionist side, notwith- ghisement has taken deep hold, upon the inhabitants of these great 
the.enfranchisement of .women, fat.outnumber those on the Liberal 
Robert has lost a few. of the woman workers by his attitude on the | ‘S FRANCHISE : 
suftrage question; but..the number is still conspicuously: CONSERVATIVE WOMEN Ss ASSOCIATION 
largo. Though many of tho’ Liberal Wotnen are working zealously We’ are asked by the Secretary of the Association, Mrs. Gilbert ~ iy 
for-the Liberal: candidate, Mr. Rephacl is obviously enduring the Gamuel, to state that Lady Betty Balfour, Lady Castlereagh, Lady » 7 
onalty of .the -present unpopularity of | Go ‘ ! 
‘political women ccnareliy, gett | '. Midleton, Lady Willoughby de Eresby, and Mrs. Arthur Paken 


x 


“ Telegraph.” have joined the Exeeutive Committee of this Association, which 
‘During the day the Suffragists furnish almost the only electioncer- is progressing with great activity. Amongst the meetings recently 
ing life in Croydofi. They dash about tho harrow main thoroughfares ‘held was one at 69, Ennismore’ Gardens, ‘by invitation of MissMary 
Gn wellkappointed motor-cars, display colours, and advertise their Gutney. Among those present were Viscountess Castlereagh, ~~ 

meetitige- in- voices which ‘the. hum of the engines of their cars docs. Viscountess Harberton, Lady Grace Barry, Lady Dunmore, 

Daily Graphic” Mire? Samuel Roberts. Mrs..H..Percy Boulnois was in the chair, 

campaign would be rather a tame affair. ton, Miss Clare Howard; of Columbia University, 


~~ was now ripe for tite enfrenchisement of women was proposed from ~ 


phe ladies are setting splendid example to thé..men._ Perhaps 


pever: its political history bap been invaded by so chair, acclamation, tory ard led 

lady counsellors, while the: members of the Association oum 
Nething “is: likely- to;outshine the extraordinary virility. shown -by 
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on Fébruary 24 were re 


| during the day. 


of the organisers this week-has 

the Croydon bye-election, and an adcoumb.will be found on page AT8.. 
As this bye-electiow is being-workedftom;Clements-Inn:it has been 
possible to send down @ very fatge contingent. doth of organieers and 
voluntary workers, and-the campaign is being vigorously..conducted. 

A few days yet remain béford Monday: 29, and all who - 
_can spare time to go down to Croy@én>and help either in speaking, 
advertising mectitigs, selling literatafo,; or any other way” will bo 
“welcome at-the Committee Rooms, 426,. North End. Full details 
be foand on page 478, to which teaders are-referred.. 
Tuesday the women who have-seryed & month’s imprieonment: 
-tn Holloway for their share in the: depniation to the Prime Minister 

A-deseription-of this will-be found:on 
page 477, and the great event of ‘the week; the Queen’s Hall meeting, 
on Tuesday evening, is aleo described(page 474). In order to adver- 

tise this, we had 4 miriature coach: on Monday and Tuésday, drawn 

By Shetland ponies, and welltidetorated with ‘posters and the 
 Fhis caused - a great: seisation as it went the 

A fifo band has.boen ini commection with the 
This work is particdlarly suitable- for the younger - 


‘Pidinbers of the Union. The ‘sérvices\-of an instructor have been 
pécuréd; and already some members‘of the band are in- training. 


volunteers are-ieeded, however. They should be, able to. 
vé" Monday, Wednesday, and ‘Saturday ¢venings -,antil-the band 
*fally trained. ‘They- will called you From time.to time 

Raling:— Tie caihpaign bitte is proving most the 
shép at 11; Bond Street, Ealing, is attracting much attention. Several 
_ successful opon-air meetings have: boen held | by Mise Law -and 
_ and ‘to-day-(Friday) Mrs. Finlay and Miss Till hold a drawing-room 

meeting, with Miss Canning as principal speaker. 


Dover. —Miss Isabel Seymour took part in w debate ofthe Imperial“ 
is was the fitst that the ‘question 


Dover, on Friday:.. 
of the militant tactic: had mDover, and a very. great. 
deal of intérest was rousod. ‘Tha Wore fully explaificd, and it 
was evidont that the ‘attitude of the awakened the sympathy ~ 
wOf the andionce. 
Th: D p tation on th: 30th, —In order to advertise the depu- 
tation to the Prime Minister’ on March™ 30, three members of the: 
W.S.P.U,+ went to Parliament. Square last. woek ‘with specially 
prepared placards, fitted with handcuffs, ‘and these they attached to” 
ithe. zailings of -the Hones. One of the. 
did nob-support. Mr, Geoffrey Bill, and the’ other 


“hat a:deputation- would. wait. upon Mr... Asquith on March 30. The 


_ deputation. will be on, Monday 
“Sunday meetings in the public parks/=-Ais the weather improves we 
shall hope to have these every Sutiday; and wé are crganising = 
group of meetifigs for Sunday, the” 28th, - for. which: we specially 
want workers. It is not necessary” that these should be speakérs, 
a6-2 very. valuable: part. of the work is in the selling’ of the’ paper, 


_ Vores. FOR Women, - As an instancs of how. usefal this is, may: 


“say that. at the- Hampstead Heath meetings it would have been 
“~“passfole on several. oocasions to sell three times as many copies if 

‘there had been* more “helpers... Mrs» -Mosen, .who presided; 
‘duéed-a‘ new standard made of laths, “inside. which the week's 
“poster. was: fixed... Mounted .on ‘a pole,-éthe: standard attracted . 


‘people’ froma long. distance, ‘ound and listened to 
ook’ programme of events 


the speeches. Will members: 
~ “and choose the meeting eisak to them, and take their Suriday 


3 afternoon walk. in that direction? “They cannot’ be better employed 


. for rest, sure they not: “gradge’ giving up an pow or 80 for 


than in forwarding thé cause of women’s enfranchisement in this 
Although Sunday is-almost the :only.tame our workers have 


«puch. -valuable work, 


"The Batterses workers ask Wo the Cicydén 


occupying all ‘their tims ip to Monday, Miss Ains- 


sworth’s welcome to the Central Hall, Battersea, which had 


; Homes. —Bris ictoria Rooms, every 5.0 5.30, 
‘Stokes Croft: Assembly Rooms, mesting Gvery 


Weston-supet-M: «Mare: Btreet Hel, every Monday, 3 30 p.m. 


April 1, 8 o'clock, Shalt’ Women Work?" Tickets 2s., 1s,, and 64. 
At is most, en-ouraging to be able to teport that within a- few." 


of. my- appeal. for £100 for a Cornith have’ = afternoon niveting to Be 
ceived a promise-of £25 towards that amount from 


‘the Hen. Mrs. 


placards stated that the 


makeup the sum réquired--_ The work is growing. Bo. enormously 


that I. have. décidod that Plymouth: most have.an organiser for a 


months all to itself. ..Ib-is-such large ‘place, and theré.is, 20, 
much. be dene: therefore, aiming giving Cornwall,” 


Plymouth, and Cardiff ,anrorganiser. for about. three montha,te-set. - = 


‘the going. . There are. splendid local workers, who are zeady, 
to help, and:once they aro startedby. our. organisor.we shall haye. 
the work in full swing.. Another appeal made last week fora. 
, and F feel.so. confident that the £0 required. will 
be forthcoming that I ani taking steps to secure & worker: Th 
work Bristol is progressing, rapidly, and in ‘order to make it. 
‘venient to shop-giris to-attend At. Homes we. alter. our 
‘Friday evening meetings te Wednesdays, 
North Bristol.— Nexi-week , Miss Elsie Bail, 
local workers, is in Mr.. Birrell’s constituency, » “We. 
propose to have model election: This: willbe, a_nevelty.;-com 
mittee rooms: will taken, -and the*constituency will bé worked .as. 
for.an election. Special mostings will be arranged,‘and hélpers ‘will 
_be very welcome, Ploase sé write to me ‘Queen's: Road, 
for further details. 
“Votes for Women Week. — Mrs. Baldock is doitig oat valuable. 
work here in_organising the workers, undertaking the sales of Vorres 
FoR WomMEN, and looking after the new thop and Office. “With the = 
help of local workers, 800.copies. of, Vorrs FOR WOMEN | 
during the*speciat week, March 12 to 19, in Bristol aldiic. - 
Bath.— I am, glad.‘o he able to report that under the leadership 
of Miss ARthel Tollemache tho work here is well. 


* 


At Hoimes are held every: Saturday, ‘and the stall an. the market- 

place in the ane As; “Brea contro “of 

for Women ” —Victoris Torgday. 

Paignton : Gerston Hotel, second -Tuesday in month, 4106 


Durifig Vorss” ron Wotan week managed to” well double the 
usual number af papers, thembers proving of great~ ‘assistance ‘in 
this. work - taking: the. paper to* all their unednverted fpiends 
and getting them to ij,” We held-an excelent | out-door mect- 
ing on Paignton Green.on Wednesday, we: foxtunate: 
having Mise. Donglas Smith for our speaker.~ 

We are looking forward the’ epeniug of ‘our. this Week; 


“"Tharaday being the *auspicious day.. Everyono, who goes to. the 


flowér show at the Bath Sa'oons ‘will pass by, and we are making 
the most of the opportunity, “Sonie furniture is ‘still needed, chiefly 


‘two chairs, -witing table, ‘lockers amd eupboards.” We are 


grateful to the membérs who. have <ome forward and enabled’ ns.» 
to start. without- spending 
read-4his will supply: any, of our needs, oF can help in 
_way, I. hope they -will write :to Maskeliya, 
Road West; or at the shop in Victoria Parade. 
Mare.—Our work hhere his prospered #0, greatly. 
that has been-decidéd to hold weekly At Homes. These. will be 


held in the North Street Hall; every: Monday at 3.30 p.m. The 


first has already been-beld’ ‘Match 22), ‘and 
our. friends to as a8 -porsible. {Vena 


At Homes—) b er: On Bail Deas 

eers’ Roo léasart, Tuesdays, 

Yorkshire Stree n 

Important Forbes ‘Robertson's Visit; Memoria! ‘Hall, 


Fhe important. | events it tonnection ‘with Mrs; Pankhurst’s ‘Lance 
shire tour are over, and brief Yeportappeats on pagé A79; 

urge upon thosé’ who have not yet decided to. join: 
Lancashire deputation, and who have the orportunity -of doing 2, 
that Friday (26th) is the last day for-advising movof that-decision: 
Already delegates are promised from Manchester, Liverpool, and 
‘Lancaster ; we want both Preston and Rochilale, two of our-dldest 
W.8.P.U. centres, to send delegates too. Friday-evening 


_ustal At Home in- the. ‘Onward: Buildings, ‘Deansgate, “Manchester, 


will mee ‘to “do honour’ on this special occasion to the delegates 
who will leave Manchester Satufday morning. This will-be-the 
“Lancashire Deputation “ On the’ following morting 
we shall leave London Réad Station at 8.30 a.m, 
Buston 12:25 p.m. “For further “details: £06: 
Eleetion’ {page 478). + a 
“when in Manchester, 


‘in the’ Memorial. Hall; Atbert: Square; 


anything on furnitore.” It~any wlio 
Braddon’s 


accordingly we have’ arranged ‘for an‘ 
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2. ‘hoping to procure an additional promise ‘this good triend of 


the women's,céuse for, another day in May.for the Liverpoal -distric 
Votes tor Women. Week.— Owing 
don with the Lancashire Campaign, we were quite unable to take 
the Voris ror Women week at thé same time as other: centres: 
‘in the’ country. We have, therefore, fixed’ ‘Yor Women~ 
in Manchesier, Liverpool, Rochdale, Preston, and Southport 
from. Saturday, April. 3; to Apri: 10, ve. ‘Further 
‘particulars next -week.’ 


Exhibition:— There-aré only seven our undertaking 
Of three stalls, and members must ‘canvass vigorously for promises 
to ‘the’ Giiarantee: Fund in‘each case, and so that_the Bazaar Com- 
mittees may make special arrangements for thé investment of small. 
sums, and for the redeeming of pledges in connection: with 
goods. - 
Liverpool.— Preparations for Mrs. Paniharits the form’ 
of street parades, and a carriage full of women in prison dress made 
4 tour of the cify, attracting much attention)’ and receiving excel- 
lent Press’ notices... The label, ‘‘ Mr. Asquith'y: Prisoners,” seemed to 
The “ Women!s Parliament,” at which 
‘Mrs. Pankhurst was the chief was most successful. Women 
-predominated in-the large audience, which-filled the, Sun Hall. Our 
Ieader-had-an enthusiastic reception; and her speech, as>well as that. 
of Misa Gawthorpe, who -precsided,: was punctuated by applause and 
by. expressions of approval, .Miss Patricia Woodlock, Mrs. Morris 
and.Miss Broughton, three of the delegates in the forthcoming, depu- 
‘tation of Lancashire women: to the Prime Minister, gave brief 
summaries of their reasons for taking this step.” Liverpool is heartily 


40 be congratulated on this, the second. gréat Votes for Wdmen de- 


-monstration held within a month. We hope: to have a substantial 
promt towards our Lancashire campaign. ~~ (Mary 


Preston.—In order. to Grouse interest: iti Mrs. Pankhurst’ 
‘ing thousands of, handbills and little discs the size ofa half-crown 
piece , advertising the meeting have been distributed in the streets, 
in. shops, outside cotton-mills, electrical engineering works, etc. A 
large number ot 
showing small pos‘ersin our colours in their windows,;and the 
large posters are°well distributed-all over the town. An advertising 
troller anhouncing. our. meeting paraded the. streets all~Satyrday 
and “onday.’. But: the greatest sensation. of: all -was created by the 
decorated -wagonette containing five Suffragettes wearing regalia and 
holding up.@ very. striking banner... In an open space outside the 
_prison we addressed ‘the crowd, and gave away handbills. On Satur- 
day morning we paraded the principal streets on foot, with the 
‘banner, with sandwich boards, and a small corps selling ¥OR 
‘Women. - The President and Séeretary’ of the Women’ s Liberal 
Association were present at our At Home; and had a Jong argument 
with us on our attitude towards the Government.-: Our Market- 
place meetings vances, and have had good reports in the 
Pres. A. Bouvize. } 
Financial. Report.—fer Dr. Letitia Fairfield (lecture. fee), 10s. ; 
per Miss Broadsmith, -S.D., 2s. 6d. ; per Miss Lawton, $.D., 2s. 6d. ; 
A Sympathiser, per. Miss Marks, £2: G. H. Lyster, Esq., S. D., £1; 
. Mrs. Rose . Hyland, 8. D., £25; Miss Fitzsimmons, §.D., £3; Mrs. 
Hoy, £1; collection.” At Heme,” 9s.—total, £33 4s. “Week 
March 20:—Mrs. Marie Clegg; Liverpool,’ ‘£5: E. Tennison Smith, 
Esq.,. Manchester, £1; Mrs. Yates, Manchester, £2 2s. colleetion 
At Home,’” 9s. 10d. ; ‘Miss card), ‘10s: 6d.—total, 


| E. Gawthorpe. 


Rooms, ola! 
Room Birminghass Tow own Hill, May 7, 
~ uture 


The welcome. visit: of Mrs. Pankhurst is now pést, uk. 
* with still more ‘enthusiasm and determination to work hard and 


-swelle Our Tuesday: afternoon At Homes had been changed a. 


reception, the number of guests present’: excceding éven our most 
sangoine: expectations, and.long befére the speaking commenccd 
there was *not-room for a. single additional person. Mrs. Pankhurst’s 
stirring address roused the greatcst sympathy, and when I appealed 
for help. for.-an-assistant organiser the generous response of the 
audience. was ‘most- encouraging. In promises .and collection the 
. splendid ‘sum of £32 was_realised. In the evening “Mrs. ‘Pankhurst 
was warmly. welcomed by a- Jarge. number of memters and friends 
at the Priory Rooms, when again:a number of new members joined. 

» . Miss Margaret Smith, B.A.; has volunteered to join the doputa- 
tion “on. March 30. Her. splendid example will, we feel- sure, be 

« followed. by many of our members when the Midlands send their 

«deputation. “The special effort for Vores ror .WoMeEn . Week re- 


ee igolved: itself ‘into the formation of a most effoctive corps. For somo 


_. Vtime_.we -have been-selling, the paper outside the ‘theatres, and now 

"be ate sending out’ a mid-day ‘corps. . We still want more helpers, 

“and I would:ask those members who can possibly give one hour or 

two. between-12 and 2 on Friday mornjngs‘to send in. their’ names, 

“as there ig no. more important work. Our success. was most gratify- 
on Friday: last, close on a, hundred copies being sold. 


#325 


shopkeepers, newragents, and also private people — 


over, and .we shall have begun to concentrate on the Bradford meet- 
ing, where. Miss Christabel Pankhurst is to speak on Wednesday, 


= 


“owing. to the kindness’ of Miss Shaw, a addressed a large drawing- 
room migeting:; in the evening Dr. 
spoke large audience, in-the: 


m Rooms. The had 


paved the way. for us here, aa’ they do in other towns, and». 


the newspapers next-day reportedoour two meshing? as “ A Oounter- 
blast.” They certainly wore,;Oh.® single hand being held up 
against- our motion in favour of Women’s Suffrage at thé evening”. 
“meeting: Later on wo hope to have a still larger meeting in 
Assembly .Rooms. 
meetings, and offers of voluntary worls in Birmingham were made, ~_ 
Wolverhampton.—Dr. Helena Jones will. speak at the next 5 
Wednesday At Home instead of JasbWednesday, as announced last 
_wéeck. alteration is owing to. the unexpected visit of 
Margaret Smith, B.A., who is: very: kindly speaking for us this ° 
week, Mrs. Percy Jones, who imin.tharge of the:Exhibition work  ~ 
in-this town, is arranging to. give an At Home, at. which will ke ~~ 


exhibited ‘the work of Wolverhampton» members and friends before | BS 


‘sending it ‘up to’ London. I think this plan might be adopted -in 
other districts, as -it- will no doubt-touse. a great deal of interest. 


“I may have: announcements to make regarding a big meeting in _ 


‘Wolverhampton shortly. . Please: watch next week’s report. 
 Coventry.— Everyone. was. delighted. with Mrs. . Pankburst’s 
address at the Baths Assembly’ HplJ.,°‘The audience. was attentive 
and sympathetic. ‘On Wednesday evening the Coventry members” 
are giving an At Home in the Priory-Rooms at 7:30,. when I shall... 
give an address; and plans for future.work will then be announced. 
Mrs: ‘Richards6n Rice, Gosford ‘Green, Coventry, has kindly taken 
charge of the Exhibition work. . Will alk members and friends who 
are helping please tet her know: porcine ‘of the articles. they will 
‘send in. 


Earl, £1;° Friend,. per Mis.. . Miss. Mary Fleyd, 
‘£5; £5; “Miss Kirby, 103. towards fund ; 
tions; £11 Sex 8d. and £2 9s. 4d.3 street collecting, £1. Bd. > 
travelling éxpenses. (Dr. Jones); 2s. 6d. ;. ditto. Miss Keeril), 
16s, ; ; lecture’ fee,. lés. ; ‘total, 

“Giadice Keevil. 


b, Blentelm Terreve; ‘Woodhouse Lane. “Workers, Meeting, 


i, 
Important Events. Halt, M'ss Pankhorss, 
. Everyone will be glad to know that*in April our work is to have. - 
the great encouragement of a visit from Miss Elizabeth Robins, who 
will lecture in Leeds and Bradford. 
Mrs. Clarke is still with us, and ties’ spoken at meetings in Leeds, ~ 
-Bradford, and Huddersfield, ufging. women to come forward ws path 
volunteers for the Yorkshire’ ‘deputation to Mr. Asquith. 
Miss ‘G. Brackenbury has also been in the district, and iddreseed 
a meeting at the Leeds Arts Club arranged by Miss Davids and 
friends an At Héme in Bradford given by Miss Gregson-and | 
(Mrs. Hardy Behrens. -A- successfak: ‘drawing-room meeting was also 
hold in Bradford at Mrs. Arthur Briggs’, when Miss Kitson, of 
Scarborough, and- Mr3. Clarke, were the speakers. .On Sunday. we 
held. a good meeting on Woodhouse Moor, Leeds, and a number of 
copies of Fron WomMeEN. were sold. 
‘By the time this is published the Leeds. Coliseum meeting will be ; 


April 7.. Tickets, 2s. 6d., 1s. ‘and ‘bd., may be had at 61, Manningham 
‘Lane. On Saturday, 20th, some of our members,*'wearing placards, © 


- eyeled in the’ principal streets of Leeds to advertise the Coliseum |. 
meeting. They were followed by women distributing bills, and-a Sek 


great deal of interest was #roused by:the decorated bicycles, 

This week wo have had a present of. a megaphone, which will be. 
useful on miany occasions. 

I have sent the Treasurer = 
tion); £2. 7s, .4d., Miss Gi | and Mrs. Behrens’ At Home (collec- 
tion) ;. 5s.; Mrs. Smith, §.D.;° £2 2s., Mrs. Goodison, 8. D.; 10s,, 

iddleton ; collect 
to Btoney M fon A. 


Headquarters. ye 
At Café, Northumberland and 8—10. 


Homes. 
~ We are delighted with the results of Self-denial Week, which 


prove that the W.S.P.U. is making eet way in the North. We 


have sent to the treasurer £27 17s. 3d., and this, with £2 3s, - 
already sent. direct to headquarters by the ‘collectors; makes the: s 
very substantial sum of £30 0s, 3d. | 
We are sending to the éréeasurer this week 6s. fot 
fees; £1 5s., further. ticket. money from March 1; £2 9s., further 
_ subscription for .motor- -boat. ifs. in collections ; 5s, 
returned dn railway: ticket; 175, 1i4d.,. returned ‘bye-election 
penses from Mrs. Atkinson ;- being a total. of 88 2s. 
If there are any mote mitivbers who feel they. would like to give 
certain ‘sum- weekly: while: Mrs. Pethick. Lavetence is, impr 
will they please ‘communicate with me at the: “At Homes; or at 38, 


“Bye Hill. 


of the woth two of nication 


ena Jones joined me, and We 


Most _gererous collections were taken at both 


1Is., ‘Mrs. Briggs’ ‘meeting {collec- 
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_ were held” at Corbridge, owe encouragir received offers of 
Crocker’ ‘atid? ‘ahd ‘anothet Ryton, the “Mrs. help; bax ent: interest, Mts, "Péd,who. took 
_ Parsons presided, the speakers béing’ Mts. “Atkinson, ‘Miss the kindly. to sing Scottish songs at 
myself.’ "We hope to have Series-of these migetinigs, so as to 
interest ethibited’ in the tac dst Hoticeable: hil Ma 
whils Miss Egson: e that of Mutrayfield. | 
Mr, Forbes Robertson will, be in “Newcastle: during the first am -sending ‘to the Treasurer this week the 
in April, and we shall-look forward to aenouneing the date on tions To Fund: Miss Wolsely 
Will the lady who sent a postal order to Miss. Phillips for Mise Latta, hack "Yeonda 
Mrs: Parsons please me at_38, Rye Hill-. Braham, fey tion’: Per Miss. Macgregor, 
6 resuit, of Votes for w as to encourage —Crown 
imour work. Miss Underwood, assisted by Mr. Oraig and” it Brome 
the street sellers; - invaded: freak districts, arouging much interest’ Weare hereto varidus outly | 
disposing of large numbers ‘ofiepies. “Miss Levenon had been are, ‘meeting with encour 
in gaining many new. subocribers,- im introduging the ee last week, when, Miss A Pankhurst and I 
“paper on to, the table. of or three feading-rooms, in. making it chair. Local ladies acted as stewards, dnd a contingent.of- - 
sale at several newsagents. Help ways ie really invaluable. ‘¢igng ‘were put at the close of the meeting how eager the 
are very: anxious to have the namés Gf members. who.can work were to understand the political situation, “They gave us a 
‘im outlying districts. We wich, again to draw attention te the fact y send-off at ang asked us to coe again, which, 
Bee that the evening At Home has been>-permanently changed from coumse, we 0 | 
to' Friday every week, We urge. all our members and - meeting at Stonehaven, 
« friends to see that they receive . ‘their copies of Votes ror’ Women, nerally p the tare, were Most — 
our main’ medium of communication, regularly. ‘Miss Evelyn’. hetic; and Sere. ig every Presper being done, 
“Sharp is the "principal speaker of! Friday: (26th), anithon Saturday ready response to m stewards for thi ing Was 
427th). The subject..will be “‘ Votes for Women in. Denmark and most and am ‘sure that some of those. who helped 
held at 141, Bath: except: when’ stated. “In “latter for distribution among her 
addition to these, we hope to arrange an aftorneon meeting at which» sending Self-denial this week “Bal, 
Mr. Forbes Robertson has kindly consented to.speak.. The date will Clark, I be. 5s. ad id. donation from Miss 
~ announced shortly. . Mr. Forbes Rohertson will also speak at the on gur work jn further. donations to 
At Home on March 27. On Tuesday, April 2; Miss Marshall has ~ Ada Flatman. 
3 kindly arranged concért in’ aid funds of the W.6.P.U.. It 
-will be. in the Masonic Hall, West Regent Strest, at 8 p.m. Tickets, 
“tributions the’ Glasgow stall, roughly ‘speaking, into two ~ 
tions—needlework and handicraft—byt ail kinds of articles, curios, tec it. ‘ur 1p 
china, household goods, etc., will Be acceptable. We bope- allour 3 
~membérs. will send in their promices‘during the coming week, men- 
is progressing. acknowle in next iseue. Re 
Palisley.—A public moeting. will..be ‘held i the -new. hall. i It up “washer woman, ‘meals, 
Y.M.C-A., New Street; on Monday,’ M 23, at 8 p.m,, “at ur meals, oa 2 sod. 2 r. 
which Miss Evelyn Sharp and I speak, and Dr. Katharine 3 P wider weat 
Chapman, will-take the chair. ‘Tickets, ‘price 6d; and 3d.,"may tear the slothes. 
‘be obtained from’ Miss' Jean: Bow, Diinscore, Paisley,“Mesers. Pater- bill. 
gon, music -sellers, Gilmour Street, Paisley, and from 141, Bath © 
« Street... We should be glad.to hear from eny Paisley members 
would act as stewards or literaturo sellors at this meeting. Now. Tec up the Rapti way 
.S$tirling—The ‘At Home arranged ‘by local “members: Naptha and told - ‘water. Fhat’s: 
held in the-hall’ at. the Y.M.C.A.om Monday, March. 29, at 
pan. Mrs. Manners ,will take the.chair, and Miss Evelyn Shetp even reckon your own meals, because 
and I will be the speakers. “Ariyone’ desiring an invitation or. any ou start: after. break wil 
information cpncerning the work. ofthe W.8.P.U. in Stirling: is x 2 
Bookety of half. an hour, lightly, rinse. well, and 
> responses to. onf-appeal for he Exhibition stall 
contribations and communications ressed to Mrs: 
tope-Graham, 4, Bion Terrace, who undertaken to auper- satisfied, it will have cost you afew coppers. 
ope to arrange a.5u isb theatre evenin n those mm tho 
front row of the-dress and adjacent boxes will appear in tho - back." 
ome, ge Street, listened ‘with Soak | -N; 
interest 4o-her ex re-of Mr.. Geoffrey: Howard's mock friendship. aptha 
efforts o Rothw quite” era with wh 
; Beck, who had t t work in writin d.. 
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‘safe to make. prophecies as tothe weathor, 


48 no Jack of choice ; indeed, many ofthe Embroidered fe & wear. 
 dressmakers and milliners are ‘Jaying themielves. out. _ 


“Our iHustration shows: the new: Suffragetic. coat, 
made specially’ for the W.8.P.0, ‘by: Mr. Oharles Ne 6. THOMAS, Builder and Decorator, 


Lee, “of ‘Wigmore Strect. serge; SOUTH MOLTON STREET, W. 
blanket-cloth, face-cloth, or ‘wood, the | Teepe: 1986 MAYFAIR. ESTOMATES 
facings” of purple green. ‘The prite, 3 LINEN MARKING INK 


shorter: skigt than thet shown in the ketch, should, of course, bo” 


7 


“One . of: the ‘best. dt. the. is. Oliver, wanvenious HAIR: RESTORATIVE. 
NEVER KNOWN FAIL. 


models t ty of a he ak “Promotes New Growth, Made b for W 


special-study -of Ipdies wEo like ‘to adopt thoirsown style of dress. 


them ont. Although the- newest and most. up-to-dato stylés from — 
a Paris are be seen here, there are also models: of hats and gowns “MISS. BI LLING, 


be customers, imaging that it necessarily. means high prices, PORTRAIT 8, Lessons Given. 

Bowns, étening 42 most modetate cost, “She is always = — 
“Nery courteous in showing models. to anyone who will pay ier a 
wisity and no ’one is ever allowed to keep «thing they. do not. like. “DIMOLIN NE ‘PIANO co. 


= “Some: delightful. sets of .collats and cuffs “embroidered. in tho 


ay, 

» 


has some very ‘charting hats trimmed in the and. 


- 
> 


‘y 
is 


-- embroidered and: braided costumes, is prepared to carry thom ont . Ladies’ Hairdresser and Speciatist in Artistic Hair Werk, 
the Union colours. She also: has some: beadtiful: Colouring and Treatment of the Hair. 
‘Miss: FolkarJ, “another dressmaker who thas. oen her in--. Lessons in Hairdressing given to Ladies’ Maids, 

“genuity to good effoct. in thé’ W.S.P:U. “colours, has -some. very ‘Southampton, Row, wo 

artistic tea gowns, blouses, and. ever-dresses; a3 well as entrance to Kingsway Tram 
made in purple and braided with dark: green. “Our representa- - 
also #aw green motor hat with a floating of purple gos- 
summer, which was both navel and. artistic: MARY CASEY, 90 & 92, Judd Street, Euston 


‘Another good friend of the movement who is propaied to make and Old China, 


vy 


dresses and: hats in the colours is Madame Rebecca Gordon, of 
grave Read; wheré our representative saw recently: some models “Mester AT TERNS... 


Some charming coats, blouses, and hats, in the colours, are 
straw, with purple, green, and white scarf. Dainty’ pincushions, HIGH ROAD, CHISWICK. = 
tides, will also, be fouad there,’ and. ‘aur Tepresentative was ens Br Sprays. 
naturally ‘delighted: -with @ washable. tea cosy, “the colurs, with Dainty; Effective. Post FROMPSL EXBOUTED, 
“Such durable accessories as. belts, chains, AcE JONES 
pecially made for the W.S.P.U. by Miss Roberta Mills, of Arti -aind Decorates 
“the Woman's Press in the. colours: Mills-has Variety of terms ARKHURST ‘ROAD, MDEN ROAD, 
articles, for. the Exhibition, ana vi supply patrols from NIP SE. MN, a 
has decided to deal- only with those. wholesale firms who. support EB “AYRES: “PURDIE, AY, WAG, 
thie thovement, and atiother is sending all her dyeing, cleaning, etc., . BUSINESS ‘ORGANISER, 


a 


<custom-to. firms who advertise in Yorss ron ‘Women informing them. 
doing upon others to do the. “CLARA Suitragetic 


‘this coat in processions on* octasions. Tucker-Martin ~ cok: as6, o1a 


115; “New Bond’ ‘Btreet ; ‘just now. “shewing ‘hor the Hair and renders ft Begattfull Glossy: 


colotirs’ of the can be bedatifally blended in’ either “THE ALLISON HAIR REST ORATIVE 
chats: or: dresses, and Mrs, Oliver has excelent ideas for carrying hee 


more suited to elderly ladies. -Bond Street so often frightens would- - (Pupil of M. Lantéri aid Landowshi, Paris), 


“Another gpeciality of this -house is evening dress for young ladies, SILENCING STOP PIANOS 3 : ; 


on white linen are being shown by Elizabeth, 45, ‘South. From 20 Gs., Cash. 


4 
“es 


“easily adaptable to the-purple. white, and green. 
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“keep the Liberal out”? at Croydon. 


- 
© ~ 


held at the office (No. 14, Ethel Streét) ‘om the 25th inet) when ‘further work 
was undertaken by friends “In “addition “to the material 
for studio pinafores, which was -presented.to-the Exhibition secretaries at 
the. previous meeting, Mrs, Ryland of Edgbaston is haying some leather- 
work: done for the stall. Mics Florence Relph: has already given twerty 
small ‘ Suffragette”’ dolls, which she hes dressed in the colours, and very 
pretty they look. 
bags in the colours, which she Will cofttribute to the stall when finished. 
Mrs. Calway has aléo ‘the following promises of 
contributions by her. friends, of -thimbles, value £2; several 
teapot-hokders (worked), pictire™ rameg ete. 
of the Stoke-on-Trent W.8.P.U. lds “inforined. me that. so 
tion will be a Crown Derby china tea service. 


far their contribu- 
Another china tea service is 


aled béing got up Specially decorated’ in the Union's ‘colours for thé Exhibi-- 


tion. This-will -be -given- by a.member-of-the Birmingham local Union. The 
- Exhibition secretaries will be pleased to see all workers at the next stall 
meeting on the 29th inst., 
tions relating te the Exhibition intended fot the local Union = shotild be 
addressed to Mrs. Calway, joint Exhibjtion secretary, "425, Alcester Road, 
Moseley, ‘Birmingham. Reprern. ~ 


‘Bowes W.S.P.0.— We were. succesaful in raising £2 10s. by the Self-denial - 


tea. “Considering the weather, this*was capital result. -Miss Joan Dugda'e 
was the speaker, and Mrs. Mitchell,.of Harringay, occupied the chair at the 
meeting which’ followed the ten. 216 been - forwarded -as-the 
coiective effort of.some of the members. Others preferred to send indi- 


- vidually. Votes PoR WOMEN week has not been forgotten. New agents have 
been secured, flags displayed, and we hope the work will continue: after the - 


special effort. Agente and private individuals will be approached both by the 
literature secretary and by member$: An intéresting feature in our Union's 
work is the fact that one of our members haa induced fifteen women in her 


_ Co-operative Guild to work for the Bowés Park contribution of £25 (ot more) 


to the ae and most willingly have these members taken up the work. 
RACHEL N&AL, Hon. Sec. 

Brighton Hove W.S.P.U.—On Wednesday, 17th, Miss - Hare 
spoke on the front to:a lange crowd; and we sold a number of VorTEs FoR 
‘Women. “Friday, 19th,: ‘Miss Agnes Kelly had a large.and appreciative 
audience. at. Preston Circus in the ‘evening,. as also on Saturday afternoon on 
the Front, We are all very busy preparing for the Dome meeting on Friday, 
26th, at 8 p.m. Anyone wanting tickets (2s., €d.. and 3d.), please apply 
at ‘office, 8, North Street Quadrant.. We shall have extra meetings all the 
week. On Thursday, 25th, and Friday, 26th; we shall have carriage and 


_ bicycle parades. Anyone wishing to join in these, please come to the o 


at 10,30 and 8 o’chock sharp. Some of .our members have been pushing the 
Sale of VoTes FoR WOMEN, and have got additional ‘subscribers and ‘adver- 


_tisers. I hear from Miss Davis, Exhibition : secretary, that promises for our 


stall are coming in well: ‘lL. G. 
Brixton W.S.P.U.—A very pleasant and well-attended drawing-room 
-meeting was held at Miss Gaimble’s, 9, Mervan Road, on Friday last. 
to act as speaker in the unavoidable absence of Miss Cameron, who is busy 
at Croydon. Tickets and literature sold well, and many promises of help for 
the Exhibition were received. Several of members. promised to help 
K. 8, 'TANNER. 
land Peckham wep vu. —At 2 preliminary | meeting of 
this newly formed Union, held: at the Samuel: Bowly Coffee “Tavern, 74, 
- Peckham Rye, | goods to the value of £11 were promised for the exhibition. 
The next meeting will be held at the same place on Wednesday, March 31, 
at 7.30 p.m: Future meetings will be announced im Vorrs FoR WoMEN. _Mem- 
bers and friends. in the district who are not yet in touch with the local 
secretary are cordially invited to, come ‘and. bring friends. Communications 


_ should be addressed to Miss C. Dawson, 5, Borland Road, Newlands, PeckBem, 


Rye, 8.E. 

Chelsea W.8S.P.U.—Several of our members have “been to Croydon to hep 
at the bye-election. Croydon is such an easy distance from Clapham Junec- 
tion and the train service go good (return fare, 1s, $d.), that we hope all 
who have not already done so will make an effort to be there-during the 
few days that remain. At our weekly At Home’ Mrs. Mayer was kind enough 
to speak for us. “She:gave most idteresting eddress, telling us of her’ 
varied experience. at bye-elections and at Cabinet Ministers’ meetings, and 
finished by asking those present.to support Miss Cameron, so that -we were 


~ at once able to fix times for going to Croydon. Now that Self-denial ‘and 


Le POR WOMEN weeks are over, we hope’ our’ workers will concentrate their 
ies on the Exhibition; there are not: many more weeks before our work 
will have to be ready. On Tuesday afternoon Miss Lloyd is holding -a- work 
party at 98, Oakley Street, and wit! welcome anyone who can give her assis- 
tance. Promises of gifts are still coming in. Miss L. G. Williams is sending a 
bronze statuette from Rome, and, Miss.. Ay Fraser, a contribution of various 
artistic things to the -value ‘of £4 10s. CHARLOTTE BLACKLOCK. 


Forest Gate and Wanstead W.S.P.U.— We were ‘able to send up £6_ 


as the result of our Self-denial effort. Will members and friends note that 
instead of our usual monthly meeting in April we-are presenting a humorous 
skétch; ‘‘ Trial of- 2. Suffragette,” in Earlham (Large). Hall on Tuesday, 
April 6, at 8 o'clock. Admission free, reserved seats 6d. We are. putting 
aside Saturday, April 3; for advertising this, and want everybody. who can 
possibly help to do so. A conveyance will be decorated in the. colours, and 
we hope to visit almost every street in the neighbourhood. See VOTES FOR. - 
WOMEN next week for further particulars re time vag place for starting on 
our advertising tour. -G. 
Hammersmith W.8.P.U.—0Our are ‘gelling increasing numbers 
of Vorgs ron WoMEN to the Savings. Bank clerks as they leave wotk on 


Fridays. ~A newsagent in our. district reports that he had not hung out the . 


flag five minutes before . the paper was asked for, and he has had an, 
increased sale while it has been up. OtF tfeasurer had the happy thought of — 
asking» the management of Earl's Court‘ Exhibition: to flag, and they 
acéordingly arramged. to. receive ane. F. E. Rowe. 

. Hendon W.8.P.U.—The concert..whiehi was arranged by Mrs. Wyatt and 
her the Qxhibition was-a great success, £3 35. eing in 


hand after all expenses were paid. We are working hard to get our paper . 


known. Between four and five dozen copies were disposed 6? locally” last: 


week; we hope to have about a dozen extra regular subscribers. Will “all 
those. desirous of obtaining Votes -WOMEN order it from their 
own ‘who ‘can atk: from. their agents. 


— “VOTES: POR WOMEN 


on. that. occasion. 


Miss Constance Priet is making somie purses “and ‘work. 


The honorary secretary . 


at Ethel Street, time 7.45-p.m. All communica- 


I had 


mittees. 


‘At ‘Home be ‘on ‘Aptil ? the’ 


offices, We hope ail ‘our meénibers will make a point of being. present, and. 


of -bringftig ‘a3 many friends as’ possible, as the occasion’ willbe really 
a reeeption in honour 
leaséd from’ Holloway. committe Jgtend making presentation to. her. 

FRANCES CREATON. . 


Ho W.s. the past week Hornsey members have been 
persistent: in their sale of FoR Women outside railway stations and.car 
termini. They are now géttingyready for the whist drive to be eld on - 


Saturday evening, April 3; et 7.15; atthe Assembly Rooms, Crouch 


Tickets, at 2s. Gd. inclvsive, may. be obtained: from Mrs. .Mason..(who 
her husband is.organising the. drive), 16, 
‘Miss Jackson, 46, Langdon -Park ‘Highgate; or from me, ‘at 28, 
Weston Park. We are anxious that every .member #hall do her utmost to 
make the-evening a succese,. There will be 2 short address, music,-and re-. 


freshmenta.. After our meeting on Friday. evening, the 26th, we ‘shall sot . 


meet again at “Ye China Cup™ until April.23. We look for a good muster 


on. Friday, when helpers ere needed for bill distribution advertising March 30. 
‘THEODORA BoNWHE. 


Hull W.S.P.U.— On Saturday, March: 20, “Miss Little and I went to the © 
Boulevard Football - Ground, and-in a short. time we had sold out all our 
-eopies of VoTes POR Wowin. Names and addresses of volunteers to heip-in 
thts work should be sent in _to ‘me at 14, Welbeck Street, Hull, Mr. Forbes 
Robertson and Miss Gertrudé Elliott are to be in Hull this week, and several: 
' members havé booked stalls at the Grand Theatre, and intend to ‘make a 
brave show of Snuffragette colours on Friday night, 26th inst.” . 


.—We held our. third public meeting at. Loxford Hall on 
ies Evelyn Sharp gave a most convincing address to a” 
the Close there ‘wefe 


Ilford W.S.P.U 
Monday, the- 22nd: 
good audience, many. of whom were newcomers. 


several questions asked, all Of them cleverly answered by Mies Sharp. Copies 


of Vores ror WOMEN and a quantity of literature. were sold. Our next ach 

meeting is et Loxtord Hall cn April <= VEY, 
Kens W. S.P.U.-- Our members worked ‘together splendidly to 

make the Ladbroke Hall meeting known. Mrs. Hartley Withers addressed - 


2,000 envelopes, and distributors were found for theee and for 5,000 handbills. | 


‘Some got our posters displayed, and others canvassed streets of houses and - 
interested many new people and sold them tickets. Annéu of the 
meeting were chalked everywhere, and eight of our. boldest members tied on 
~ the posters and paraded, Bayowater and North Kensington « on Thursday morn: | 
-ing-and afternoon and Friday morning. Their efforts were rewarded by a 


hall filled to overflowing, and an interested and enthusiastic audience for -~ 


- Miss Christabel Pankhurvt’s “specch, which came. first, as she had to hurry 
away to Croydon. Miss Garrett ‘Anderson, M.D: who .was in.the. chair, and 
‘Miss Joachim then spoke on the heed for the vote, and were followed by - 
Mr. Nevinson, who spoke of woinen in war time. Miss Evelyn Sharp roused 
the women present with an appeal for personal service for the cause: Many 


questions were put and answered, and a resolution calling for -the immediate - 
enfranchisement of women was_carried. with acclamation. The special thanks 


of the committee are due to Miss Morrison, who undertook all the secretarial 
and organising work in connection with the meeting, and undef whose stiper- 


intendente everything went as if by clockwork. The claims of Vorgs ror ~ _ 


WOMEN week were not forgotten; thanks to many willing hands, we made a 
 reeord sale. It must be our aim to keep the sale up to -this high figure. - 
This week some of our members are gceing to help at Croydon, and_ others 
will begin canvaseing for goods for our Exhibition stalls. Mrs. Harry. Silver, 
_the hon. sec, of the general stall, will be glad to receive postcards from 
- those members who have not ‘yet communicated with us. giving details of © 
their gifts for the Kensington stall. “Mrs. Mills would like to. know definitely 
what jewellery will be fortitoming for her special. section of the stall, and 
Mrs. Reginald Pott, the hon. see. of our millinery stall, should receive 
promises of hats, bonmets, etc. Postcards shouki -be addressed to 143, 
Church Street, Kensington, and should state clearly the name and address 
of the donor, names: of: articles” promised,’ and approximate money value. - 
Mrs. Mayer and Miss Ferguson spoke at the At Home last week; this week» 
Dr. Christine Murrell and“Mrs.’ Charles Cape are our speakers; and next. week 
Mias Mary Neal has consented to come ard address us. LOUISE M: Eaves. 


Lewisham W.8.P.0.—A successful business meeting was held; and 
several new members enrolled, on Tuesday, March 16. As Léwisham ‘is the 


second largest. borough in London, and some districts in it have not yet Been - 


worked, it was decided to increase our committee by eight additional mem- 
~ bers, and to endeavour to work the whole district by forming ward com-’ 
On Thursday we wthoome Miss C. Townsend, of Brockley, on her 
release - from Holloway by public meeting in the Brockley Presbyterian 
Hall, Miss Helen Ogston, ‘B.Bc., being the speaker for us.: We hopé to 
largely increase our” membership, and have asked Miss Campbell, who is now 
on the executive committée, to énrol members after the meetings and ‘to 
undertake the responsibility of the Brockley Ward of the Léwisham Whion.’ 
The attention of-members and friends is called to the necessity of. capcen- 
trating on Exhibition work after the 25th. (Mrs.) Lizzig McKenzm. 

Nottingham W.s.P.U,—0n ‘Wednesday, Mare). 17, 

came from Mansfie 

and we all appreciated her’ Inspiring addrecs on“ Citizenship,” which she - 
treated in special connection with the women’s movement of to-day. Not-_ 
tingham members wil work all the harder ‘for. baying listened. to Miss - 


Pethick. On Friday Mrs. Pankhurst speaks here. Preparations’ are going on 
busily; and the meeting promises to be a splendid one. THe theatre. party 
Inst Friday was very. suecessiuk—the two-front rows of the upper circle were 


reserved; throwgh the kindmess: of the manager, and filled by. Suffragettes and 
friends, and all the -house seemed to know that the Suffragettes were there. 
A laurel wreath tied with the colours was presented by the local Union to ~ 
Mr. Forbes Robertson; whilé ‘the local Suffrage Soviety gave a bouquet to — 
 Mrs.~ Forbes Roberteon. -all» members who - ‘have tickets ,for. the 


meeting on* March 26 please: bring<or ‘send-the’ money ite’ 


meeting on March 30. We hope that evening, ‘after the biisiness is over, 
to have a discussion on Mr, Howdrd’s Bill) 

- Putney and Fulham W.8S.P.U.—The following. list of 3 meetings already 
apranged will ‘show how. quickly our new Union has developed. A series of 
open-air meetings, to be held alternately at Putney and Fulham, has already 
been atarted. “At Walham Green on <Friday ‘night ‘Mrs, 
most attentive audience. for.upyards of. an hour. At.the cloge of the meet- 
ing 2 two, were the. customers for, Voms OR, 


Mrs. Fahey; who will By that time, have been re- . 


Edison Road, Crouch End; from _ 


speak ata meeting of ‘members: and friends, 


Mayer addreéteed a 


HARRISON. 
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2 WOMEN. 


Street," Putney. general meeting will take place. af tre white, or shed doz 
sions,” New King’s the junction, with Munster Road), at p | GHAELMAS DAISIES, rors, dor, 
On A whisk; drive, inte free for cash with order. Plant ogue On app 
Jolin’s Road, Putney,. sind: Miss Cutfen, 43;-8t. Maur. igm)_ 
to on“ bale or return,” to any thembers. Miss: RLP-CONTAINED Flats, with board 
Lenanton, 26; St; John’s Read, Puthey, has kindly afferéd. to-ack,os Bxnipi-. unfurnished ; lift ; billiards ; 2 minutes. Glouces Road 
tion: secretary, and- we- have undertaken, io provide,-£25, worth, of articles to | ahd for all terms, 
thé: Exhibition. gift. of a. Roberts; our. Putney | Hatrington Gardens, 
at. the next ‘big. meeting, | UTTEN, for 
the streste dally. Misses Barnett and “Archibald visited Thurs- | ets Post rid. 
_» ind created.a- good, Of interest”. We shaihbe-very glad any hetp- Porter's; 86; Tottenham Court Rd., W., and-Perter’s, iM, RA. H.W, 
"We how having Uiree parties a “w r or” Widow, 
Phe houses of one ‘Of. othe? of the couiniittee: Tugsé who have no time family servant (Suit. 
stairs.-—Apply letter, RB. 30, Isite ar WwW. : 
both at Oak Hit and ths adjoining. “alleges of Trent Vale and Penk- | HOW To: HELP THE WOMAN’S. _EXHIBITION p 
Rewoaddress, when Pspoke on the importince.of thé vote and sold: Vores | (tnade free of-cost),or for Members’ profi Fands),from— 
28 ean to extend the sale-of our paper. MISS AGRESTI, SS, Poplar Groves West ‘Kensington Park, W. ~ 
day £6 see the chira, tea service, rown Derby got ready,~ b, 425, Strand, ; 
and which Miss. Whalley and I are giving, lt is at £2 10s., and Wwe we ANTED The Now ‘Sitting sind’ 
desire be catalogued on.tlié stall as repr ‘the Potteries: “With: tine Li ional Vertis 
this slipulation this. contribation, and “any other which may follow, is to Room, iano, ng Library, or (6d.) 
‘the “Birmingham “stall: conclusion, I umay add, that: Mis. Lawton and “guinea yearly ; paid quarterly 
myself me been invited to speak at the Y.M.C.A.. (Hanley), under = entrance fee, 
pleased te<hear from anyone our cause, or ASTER LED. 
Feeejye contribhtions in money or kind from friends’ who wolld-like to bee Rastbourne: Oroydor: Hotse, -~Wilmington | ‘Gardens.- »... 
our local Unian well represénted at the Exhibition. “Will all members and Superior board-residénce, close ‘park; links; *smoke and bath- 
therefore, kindly note my new address, 19, Grosvenor Avenue, ‘rooms tennis recommen Moderate ‘terms 
to whiet ail ‘Communications should be sent. 
ke will take place. in ‘the, Grand Ball of the Criterion | abies requiring Daily Goterrresses, 
~~ om Briday, April 2, from 2-te-4-pim., whensthe. hostesses. will be Housekeepers, cretaries, Nurse,Companions, 
“Miss Eva Moore and Mrs.’ Fréderick Mouillot: Speeches will be | Lady Nurses, are ed to call or. write. ie ste 4, Colehérne = Sie 
-ddlivered by Lady Grove, Lady Strachey, and Miss Frances Stirling. 30. 
let, furnished, old-fashioned cottage, 3 sitting ; 4 bedrooms 
Snowden: asked the Secretary ot State Jor. the Home Home Department on | bath ectric light ; garden ; 
Wednesday week how- many women. -inepectors of how Hinshaw, 129, Alka Palace Mansions, 
many prison: medical officers are women; in view of the propor- 
tion: of women. prisoners,” he will consider the appointment. of additional }~ 3 
qualified women to ect.in each of the capacities mentioned? GUESTS REONIVED, 
Mr.-Herbert Samuel is one. woman who is well able to rooms. References given require, 
_are detained, None of ther officers are women, but the worttan Sin Binclair Road, West Kensington. 
Snowden: Will-the right hon. gentleman ‘aniwer the latter part: of the’ | and RESIDENCE. 
question Whether the Home. Secretary will consider the appointment’ of | ‘Nes: 
Mr. Herbert. Samuel: 80 far as ‘women inspectors ars concerned, I have | Clifton, Bristol. 
‘gipeady, stated. that, one-womsn inspector is well. able to: perform: the. duties 
tennis, boating. Electric light, -gas-steve; . “Lew - ren: 
GENERAL BANEING BUSINESS TRANSACTED ‘AVE: you ANY FOOT TROUBLE ?. 
VERSATION it FEW WEEKS | 
=> Bugcess uaranteed. Private Lesson ber hour, 1s, 30. Any Board y 
‘(The Ladies’ Sotial and yment @uild) Bitting-rooms, Four Bedreonis, en, Back Kitchen, Dairy, 
Chapéron, Nurséd, aid all: kifids | large Garden and Orchard milesfrom Bishops Stort. 
lo ely MISH BATHEON, ‘Hobin Hood’s Be 
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Marck 1999. 


HULLO 
Tar 


Can we recomm ‘you. ee 


GOQD PRINTERT Yes.” 


| BUCKENHAM .& SON, 
642-4, KING'S ROAD, FULHAM, 


‘Who: will be pl send 
are prompt to 


= 


4 


Millie: “OF course haven't They're Invisible ; they can't be: 


Kitty? "Yes, they can sech them. ‘I-saw them AT THE 
ER’ 


WILL BEVERY SUrrRaGisT 


‘WHEN: AT. “HER! IDRAPER’S 


CARD of SMART'S INVISIBLE 
HOOKS and EYES: 


GROWTH HAIR.” 


275, — St., Camden Town, 


MADAME "REBECCA CORDON, 


MILLINER 


Gowns from 4 @uinead.' - 16, BELORAVE 


Tel 2 $313 WESTMINSTER, | 


SECRETARIAL. TRAINING FOR GENTLEWOMEN,. 


Mrs. HOSTER, 


Typewriting, Transiation, Shor‘hand, and Training Offices. 
ON APPLICATION, 


SPECIAL SIX MONTHS’ COURSE OF TUITION IN ENGLISH sHORT- 
HAND AND TYPEWRITING AND GENERAL SECRETARIAL TRAINING. 


TAUGHT. 
References.—The Coun de Rothschild, The Lad  Batter- 
sea, Leopold de Ro id, Messrs. Dawes Sons, tors. 


we 


Miss COLLINS, 61, Edgware Road, Marble Arch, W. 


Ladies and Gentlemen given advice on all Soalp Ailments... 
At home on Tuesdays and Thursdays between 11. and 5 o'clock; 
| other days by appointment. we 
Consultation Hers 


‘ 


DAY & CO., 
French Cleaners ‘and Ar ‘Dyers, 


Nettoyage a Sec. 
_ RECEIVING HOUSES :— 
5, Brecknock Ras, Camden Rd., N. | 10, Russell Gdns., 


The Henfield School 


OF = 


. ~ 


Tal 4,563, Pa. 


N.W. | 66, Rosslya Hill, Hampstead, N.W. 


These Hooks and Eyes, used. all over. The British {Under the: Direction of French Expert). 
Pupils of both sexes thoroughly trained in the most.successful 3 

Aré the’ patented members and'| FRENCH METHODS af FRUIT .AND. FLOWER GROWING, 
VIOLET ‘CULTURE, FORCING FOR THE MARKET, 

omen’s Social and Poli ‘Union: ; 

Board and. Lodging by arrangement. 

| THE MISSES ALLEN-BROWN, 

96, South Molton Street, Bond Street, WwW. | oP Fronen suspex. 
‘ANATOMICAL CORSETIERE. 
ROYAL SANITARY LAUNDRIES, 

‘the atest Paris Models. “HEWER STREET, LADBROKE GROVE, W. 
—— — “HIGH-CLASS: WORK.” MODERATE CHARGES... 
READERS OF “VOTES FOR WOMEN” should remeiiber that ty : COLLECTION AND DELIVERY. 
dealing with the Firms. in its pages they are of the W.S. 
materially assisting ‘the cause of t WSP.U. St 
In “VOTES FOR WOMEN.” ‘WRITE. FOR OUR PRICE 
“By ALICE LAWS GAREY’S MOTOR AND CYCLE REPOSITORY, , 

~hiterature and art; and all (including 21 apt above address. AUCTION SALES every Monday 2 o'clock, 
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HALLAM, “Littodean House!“Newnham, Glos. 


RPESTORER: 
CHA PEAUX,..... Invaluable for. Ladies, the Nobility, and alt ‘to. whom 


TT? 


MANCHESTER ST. (faving: Dorset Aw absolute Protection Parasites in ‘Children's. 


SKETOHES COPIED, Letter ont, and od woth 


.BLANDFORD Gd, & 2a, Gy per 
Home to thé DAUGHTERS OF GENTLEME 
_ tion: for the various Exams. Particularly Dry, WEAITHY To 
“INDIVIDUAL CARE AND ATTENTION. | 
SWEET PEA SPE 
MYRTLE and CO., Little Derby. 348, Sloane Street, 


“and. Bas, post froe. Catalogue on application. | 


superfluous bordering cutting #THREE CABINET: PLATINO FYPES, in. two positions, 5s. = & 
makes the finger and-pliable. ‘Infallible % om all orders given-to'the Croydon Bye-Election Funds. | 
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_ Yokes Cattare tor Sinners ALL THE LATEST BOOKS FROM MUDIE'S. 


Monthly, Quarterly, and Halt-Xearlp:Subseription on application. 
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3 HILL'S. PLACE, ‘OF CIRCUS, W. Chas: T Skelton 


6, Holiand 8t. t., Ke “Shock 37a, GEORGE ST. _ OOVERS, 
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LADIES! DO NOT FAIL — ELIZABETH, ———= 


MAY EXHIBITION. Stalls supplied with HATS FOR WOMEN 
\eather articles in the Special designs, artistic and ‘useful? and 


- a” 


THE FRENCH HAT SHOP, 
786, Oxford St., Oxford Circus, WwW. 

SUPERB SPRING and SUMMER MODELS. | 


A FRENCH HAT with. a VEIL for, 
NO HIGHER PRICE. 764 


GREATEST IN ‘LONDON. 


t 


it is to pay @ personal 
‘visit f our Shop, be sure to ask a 
friend in London to call, and, ‘after a, “al 
- critical inspection of our goods, 
report upon the ‘style, quality, and 
value of the Hats ‘and Veils we sell. 
We exert no pressure upon anyone to . 
has no work-roomsin London, and-all “véry Iatest mode.” '‘Thé dome is covered with® 
hats are imported direct from the mousseline de sole; trimmed with stiff 
. ‘upstanding feathers and charming arrange- 
‘Continent. “We have a number of ment of black lace. “This shape is 


beautiful models made i in the famous nearly every face. It is made in Petunia, in 
combination, . white, purple, and  “Mmpire Green, in Lotus Blue, and in all Black. 
green, and are always delighted to “mt, with Vell, Box, and Carriage, 


| order any style preferred in ‘these | : 
THE | | colours, “‘Ternis cash with all orders. a 
of Dam u 
Pa Lace, It is made. ‘WE DO ‘NOT SEND ON Aa PPROV. A L. 
Hat, with Volt, Ben. si4. Please for NEW . CATALOGUE, Post Free. sta ‘any part 
3/8 must be to the at Hats are of the world. 


THE NEWEST IDEAS i 
‘in LIFE ASSURANCE ate embodied in the of the 


59, SOUTHAMPTON ROW, LONDON, no. 


to send for design showing exact size of our 45, SOUTH ‘MOLTON STREET, BOND grazer, we 


UNRIVALED “*DEFIANGE’’ LOGKSTITCH SEWING MACHINE. (Telgghone No. 3238 Mayfair.) 
Price 34 complete. SPRING QATALOBUE now READY. 


The Cheapest, most perfect, and easiest to EVERY WOMAN SHOULD. READ 
learn-in the market. Sent to any part ofthe “<THE COSMIC PROGRESSION.” 
Country on Easy Terms, 5/- per month. | The Feminine Principle in Evelyution. Ni. 
among the Nationg,’’ pos 
n 
Chief Office: 51, RYE LANE, PEGKHAM, LONDON, S.E., | | matter afd deep knowledge." 
And NUMEROUS BRANCHES, London: ERNEST York House, Portugal 


ovaled by Guitragéttes. Colours of the 
moderate prices. Private lessons also 
post for appointment to 


— 


| You NEED A ‘SELF-FILLING AND SELF-CLEANING PEN. 
1 SELF-FILLING and SELF- PERFECTION PEN (worth 15/-) for 5/8, fitted with Solid. 14-carat Gold Nib. 


Rebesta 
Siansficld Road. Brixton, London, 5.8.8, 28, albert Me 


Py, ‘ 


. 


| on-leakadle, fills and cleans in a flash, callie $s, Gobi ir bubbles, simplest and st years. 
Fine, Medium, Broad, oz J points, and nof fully satisfied Pon med part 
The 10/6 Diamond Star Gold. Fountain Pen, fitted with 14-carat Gold Nib for 2/6. . Twin feed and spiral to regnlats tlow of Pam 
| _ Any of our Readers desiring a really genuine article cannot do better than acquit these Bargains, = = | 
Makers: THE RED LION MANUFACTURING CO., Ltd.. 71, High Holborn, 
Wanted. No other Pen like it for Reliability. Steady Gow and emosth writing. 
‘the Proprietors, at 4, 


a aw! 
4 
4 
ize > 
~ 
% 
4 

"} 
4 
2 
‘ 
a + ‘ 

‘ 
a 
3 
+4 

4 

A 

~ 
q 
« 

‘ 
“at 

| 
% 
¢ 
4 

a 

4 

| 
‘ 

— 
“ 
“4 
4 | 

a 
x 4 
. 
+ 
. 
os 
a 
Cur 

- 

5 

4 
4a 
: 
| 
ox 
? 
Th) 


